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01/2012-4FT(TR.#.) 

^T.3n. 3387.—*!Rc( WR, far! HsIlcW, ?RI 

W ^facl 3Tfa*jxHI TT. 33/94-^Ff> RH!4> 

i i994W*n'?ftin'?i^r3rfVPm < i962^t 9171152 ^ 

it) H annfa -qfsn w *i>fiffcrer arf^nt^n 

B. 14/2002-^31? (TR.3.) 7 ^ 2002 ^ WcT 

^iRwhi 'tii ^<.cl ^ "3, ha^ski 1 ‘ aiir^n TTR^ 3<t>fii<n 

f^lcIT^ 3IlfN 3TfS'T5I «c114i ^ rT«n TsRTTPTTR iffa' ’ ^1 

ifat 1962 UTO 9 ^ cl?tf »UhIK“I 

'Hlfad 


MINISTRY OF FINANCE 
(Department of Revenue) 

(OFFICE OF THE CHIEF COMMISSIONER, CENTRAL 
EXCISE, CUSTOMS AND SERVICE TAX, 
BHUBANESWAR ZONE) 

Bhubaneswar, the 12th September, 2012 
No. 01/2012-CUS(N.T.) 

S.O. 3387. —In exercise of the powers conferred by 
Notification No. 33/94/CUS(N.T.) dated 1st July, 1994, as 
amended of the Government of India, Ministry of Finance, 
Department of Revenue, Issued under clause (a) of section 
152 of the Customs Act, 1962 read with Notification 
No. 14/2002-Customs(N,T.) dated 7th March, 2002, as 
amended, I, hereby declare “Village—Kurunti and 
Kharagprasad of Block—Odapada under Dhenkanal 
District in the State ofOdisha” to be a Warehousing Station 
under Section 9 of the Customs Act, 1962. 


pEfr.TT. VTQ(40)l/^M/?iW^p/2012/20300-470A] 


4214 Gl/2012 


(8161) 


[C. No. Vm(40)l/CC/CUS/BBSR/2012/20300-470AJ 
CHTTRANG DUBE, Chief Commissioner 
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15 2012 

4. 1/2012-^RT 

3388.—'HTTdTIWR, (cm H3lci4, iww f^ < 4FT, 41? 
4> 34/2012-44TT Tpsfr ( v-tti *) 
f^TRT20 srifa, 2012^'Hm4cM 1962 

(1962 52) ^ ^RT 8(^) ^ cT^cT TT^rT ¥lf*l4i ^7 3Pi4l 

4, 4t TOW, dcMiq ^e^>, 

*iN 4^1 1 Udd^KI 1^41'^ <riTfaRri«W 

9i^d Rifats 37? <*Th43<*h, ^rfcTWR, "nfcr-Tg^er, 
«rRT"'^P+>^l, f4c4E^M^, «3M^TT TT^T ^ 

F*#RT f^T, aFfeEFFR, ( 4^4 4 37Tf 0 4t 0 4t 0 , 

^rfcTWR) ^rt W4 ^ crrf^F' 

44lT ^ ^ ^«TB ^ f^rffdcT EE4 cfrl^T rTO STPnfcRT 

RM ^T %qr *TT Tp£, ^ 44?T '^7 

SlfVfWl 1962 TWSR? SFJ^I 4t , 4» , <l*l *K<*)|< rf«TT STT^, 

44fl ^ 4RT ^R, ?RT 

*n4 f^T tttt f j ^ tret ^^irtr ^r 4 

^fdld P6dl '¥TR I 

2 . 44n3rf^pnr J 1962^ rkt 8(4t) 
tfacTCf ^TIRW ^Rcf 4, ^aqgKI 3TT^°4t°4H ^rf^TWTT ^ 

'^ft T TT ^Jr^T ^fft 51372.33 ^f 4\<R cT^) 4tf4cT ^TcTT ^ cCT 
#f^T^FK^t:- 

(i) ^tR:- 238.440 4ta?WTrM 2.4 4te44t ^IT^Rt, 

RT 2 . 5 ^ SfTZfcft 4K ^ ^T51, f44 “ Y M 34FRC 
4 crtMI^I RTTf^t 4 r 4 dldl^d^WcT 

1VR Rlftis (TTd,3^.TT^,TTrf.) '^f5l hR^tK^ frRT 

^ $ iti ^ ^rR-^Jcf ^ft 34ft ^TRft t <T*TT ^4-^ 

I f^dPt rt 3^rfwr wnm 

I (^°3^R^oT^fo) 

(ii) ^:-228.929Rte^TW2.4 4ld( <wl ^IK<Nk 1 Pd^ 

RT 2.5 ^ u Y f f 3WR ^ ^ 

^ 'qforc ^ ^tRT ^rr ^3TT ti 

1.12 Rtec fcHlfirtd tR?TW?N ^il^Pi 1 ! ^ Tf«rr 
^oq^Tf |^ 1 6 RtH^ 
^ ^ 3RR WT % l 

(iii) 250.339 Rte eP^ft rl«n 2.5 Rte 
f^^2.5^^^^^W ,, Y M 3mRT^TnrH 

RfPRTT ^ rFTPTT ^FfT %, ^ ^ 

TRT ^fl |3TI f I J llP^4i 34!cfNl^l ^ft 
frof^r ^ ^ tcRi ^ 3 i.i2 Rta 

cfftoqcRSJi 

^ ^ 11 Tlz ^R#rq 3^f^cT t 

i)^Pw.<+) ?$£~£ ^RRT^r 18 Rte 
’^'Sl 3TRfft^j ^■S c t> vJiml ^ I 


(iv) ^f?^T:-272.644 RH7 rT^ 2.4 RR2 ^T ^R 
2.5 ^hVchd]^ cm:^T^T3r M Y M 37RjR'^T^RT 
^rt ^PTcfT ^ wm w t, ^TI ^^--qpRR ^ 
RtY^rR-^TR cHF ^3TT t I ^TFf 4^ 

‘^eft Rftm arorf^ t cr^ ^ 4 
^5 t4h 113^°4t o ^° rt ^ 4 srfN^Pdd Rptt 
ct t < I <2! 4 ^TeJ ^RTT 1 

[4t. 4. Vill(43)3/^RT./^I/2009/23466”480R] 
4t^4 RcTdRl^ , 3T[^T 
Bhubaneshwar, the 15th October, 2012 
No. 1/2012-Cus (NT) 

S.O. 3388, —In exercise of powers conferred under 
Section 8(a) of the Customs Act, 1962(52 of 1962) read with 
the Government of India, Ministry of Finance, Department 
of Revenue, New Delhi's Notification No. 34/2012- 
Customs(N.T.) New Delhi, dated the 20th April, 2012,1, Sri 
PiyushaPatnaik, Commissioner of Central Excise, Customs 
and S. Tax, Bhubaneswar-I, hereby approve the Inland 
Container Depot, Kalinganagar, (In short ICD Kalinganagar) 
situated inside the complex of M/s. Appejay Logistics Park 
Pvt. Ltd , Kalinganagar, at Village Khurunti, PS.-Sukinda, 
Tahsil-Sukmda, Dist-Jajpur, State of Odisha, as Customs 
Area for the purpose of loading of export goods and 
unloading of imported goods, subject to strict observance 
of the relevant provisions of the Customs Act 1962, the 
Rules & Regulations made thereunder and other 
instructions issued by the Central Government and the 
Commissioner of Central Excise, Customs and S. Tax, 
Bhubaneswar-I, from time to time. 

2. In exercise of the powers conferred under Section 
8(b) of the Customs Act, 1962.1 hereby further specify the 
limits of the Customs Area for ICD Kalinganagar, comprising 
51372.3 3 sq. mtrs., and boundary as under: - - 

(i) North: — By a 238.440 mtrs long and 2.4 mtrs high 
boundary wall with 2.5 feet barbed wire fencing 
supported by ’Y f designed angle on the top, running 
from North to East along the border area of the factory 
premises of M/s Nilachal Ispat Nigam Ltd. (NINL) up 
to the border area of the factory permises of 
M/s. Brahmani River Pellets Ltd. (BRPL) which is 
situated at the North-East comer. 

(ii) East: — By a 228.929 mtrs long and 2.4 mtrs high 
boundary wall with 2.5 feet barbed wire fencing 
supported by' Y f designed angle on the top, running 
from the border area of the factory premises of 
M/s. BRPL situated at North-East comer to South 
side. The running boundary wall is having a 1.12 
mtrs wide automatic telescopic sliding gate & boom 
barrier arrangement for control on vehicular 
movement and is along the side of 16 mtrs wide main 
approach road running from East to South. 
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(iii) South:—By a 250.339 mtrs long and 2.4 mtrs high 
boundary wall with 2.5 feet barbed wire fencing 
supported ’Y' designed angle on the top running from 
East-South corner to South-West. The running 
boundary wall is having a 1.12 mtrs wide automatic 
telescopic sliding gate & boom barrier arrangement 
for control on vehicular movement with security gate 
office and is along the side of 18 mtrs wide internal 
road running by the side of the domestic warehouse 
& domestic yard of the unit. 

(iv) West:— By a 272.644 mtrs long and 2.4 mtrs high 
boundary wall with 2.5 feet barbed wire fencing 
supported by 'Y' designed angle on the top, running 
from south-west comer to west-north where the 
factory premises of M/s. NINL is situated and the 
adjacent area is a vacant Government land. 

The ICD would be operational from a date to be notified 
later on. 

[C.No. VDI(43)3/CUS/BBSR-l/2009/23466-480-A] 
PIYUSHAPATNAIK, Commissioner 
19 314341, 2012 
R. 02/2012-4R? (OT^.) 

OT.OT. 3389.—44% ^4 MKI<{|4 371344, #RT 

3jfa 4F7T4 ^Jc 4>, 34%?41-I 31l^4dM4 iffal 
37fafOTR, 1962 (13) 4ft 4RT 8 4f d$d ^ RtldlRd 5% 
4ft ‘ ‘ #41 ¥Jc4> 3t4 M ^ 4R if #4011 4># # #74? %4i 

t, 4ik u i aii fa4>Rtd4ft4^ 

«ftl 

4T# #441W4f # 4T417, ipi Rt^Rlf 
IKkTI-h 5RT 31^114 f4T4T 44T R4 #41 7JV4T 34344 

SRI #41 ^r4T 37ft#l44, 1962 # 135 8(13) 4f354#2if 
4f if #W37f 4>t 3TOTT %4T 441 41 3ltl 

% R# ^ 37ftnjTRT37f 4?t 'SRI 4?# # 3^4 

f4r4T44Tt#'344 3Tf#4444ft 4RT 8 (13) #453R#%3 

44%4p4fl#^,#4T^^37f4l%444ft4Rr8 (13) 

^ HOT RRt fOTT RT7 7j44T37f 44 TTRIStR 4ROT 5T3R, 
^StR 44714 3ltl #4T ¥Jv4T, 3OT74T W^OTTvPI #1 
4R1#4 #2 ??? if 4414ft CRT 1ST 11 #4lf RRJ^hl t%£ 
W- # SffaOTM } 1744-1744 41 Wt 4# if 45 
4i#4%4lt%OT#5RT 1 £8!t44fr#4R3t4Rt#17I4'iT 

fcT4T 4411' 1 #4T ^Jv4r ” #f45 %4T4(T3 %#!f 3 ^ 
ntfOT u #RT4iv4i 37#f#4 3##^ ftM 

4114144i(44 4f<f**l fa «if 4ft ^®ft 14 4? 4ff%fT 41414OTI f, % 
^tRl ^41 37fafa44 1962 4ft 4RT 8 (13) # 555 43 f# it 
474144 # 4T3 54 ^14 4ft 4t44IT 4ft 4IT H4uft % I 


4I4flF 4I4I4I4 44441 4 37ftl5 574T44 # 413 37# 44 
y<241 ID/TMGENL-12(X) 3527 %ik> 08-08-2012 SRI^ 
44¥t 4f 414 ljf44 %4T % 444 3 tR# 154 4ft 4RT 8 (13) # 
555 55 4ft #f#%414445551 ft 

3T4 5^iRiy, iftRI 4p4? ##454, 1962 4ft 4RT 8(13) ^ 
454 4414 ^i(cw<il 4JT 44t4 4i# 3^ A Hi 3^ 444144>, 33344, 
^?ft4 4444 'RtRI 7J44I 3fftl il4r 4R, 34^441-1, 

343441414, 45^ ^nrt ^ 44; H4t 3lfll^OTl3ff 4fl 3Tf44n4JI 
4Rfri^^jtRT144r3rf4ft4R, 1962 4ft 4Rt 8(13) 4f4544RI?ft4 
^ ^vim4ft“*jl*<i^tr<6 ^”411^4 =bW!'|;5^SRF31tf4W 
TM 4f 4m4ftf?31 if ftaj4 RRIlfta ^ 43® 44141^ t fOTT 

4f^ 4ft ‘ ‘ 4t4l ^4^ ^4 ’ ’ ^ 4^7 if l4f^ 4R4I ^14t^ 
114> *'' 4)41 ^ 4 ^' ’ #ft afti it ^)4R it ftir fstt | afrt 

OT 5 ' ovn 44TcT 4ft 131^t ^ 144 f341, f^raif 441415 3 fR 1822 

441? ^4+4I4t ^rt ^14 392 441? 4lfOTT 11 W 4441 4>cT 
^Rft4 44 2214 f ftra*f 14 4«f, NQ13^1 II, 

RO-RO^IftaflT ^JJH ¥llfHdtl 
4RI^t4 4S1415 ^ ^ftin ^r4T ^t 4t413 54 3OTI f: 

44R 4ft 3ftT: 4t^ 4ftm 4ft 341 4t4R 31414f4ft ^4 ^t 

it45121 d<6 ^cil^tlTpF^UmcTTt^t, ^ft-g^fr?|Z-#>02 

TtlR54ite*f° 01 441 tl H?4r ^ ^t4F if 441 357 t M 

444frI34 3vt ^ 4IR R 4fHi 41141144T 4R1T541 44cT if 
5fSR4I4f fi44 f| 

Sf%®I^t 3fR: <sf<nvi 4>1 <31-^1^ ^ (51^ 3ftl 3^4 414 4t^ 
4ft-gi4n 4ftm 4ft ^nR^tmft t aft i[4 No. 04 tt it2 4° 0 5 

4417I5ft 4Rft ^ 4ft RTRI it 441414ft 13I^T 441 t^vTI 

F4tl 

^4>t 3TR: quivt 4 ft <9I«1 I 

4frOT4ftaftl:4t^4ft44>llgT HRW RKdIcIKl l^TTffe 
R“ 04'^it3R ,> 03 3ftli4R‘3^IFif3Ro 02 ^ RRIRlefiRtte ^14 
44Tl? I q'ici if 3T5<qi^T| ^I4'|'| 

[Rt.R. Vin(43)l/4TR°/34-E2012/24249-58-^ 
4RJ4 434144T, 34344 
Bhubaneshwar, the 19th October, 2012 
No. 02/2012-ClTSCNT) 

S.O. 3389. —Whereas M/s. Paradeep Port Trust has 
approached Commissioner of Customs & Central Excise, 
Bhubaneswar-I, Commissionerate to declare certain 
extended areas under Section 8(b) of Customs Act, 1962 as 
"Customs area" as they had developed certain Railway 
sidings in that area. 

Whereas, ever since the operation of the port, 
declarations under Section 8(b) of Customs Act, 1962 by 
Commissioner of Customs in respect of different areas in 
the Port was done separately as and when requested by 
M/s. Paradeep Port Trust and therefore they were requested 
to submit all earlier notifications issued under Section 8(b) 
of the said Act. 
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Whereas baring a few, all the notifications issued under 
Section 8(b) of the said Act could not be traced in Paradeep 
Custom House, Commissionerate of Central Excise & 
Customs, Bhubaneswar and also in M/s. Paradeep Port 
Trust, Authorities of, M/s. Paradeep Port Trust time and 
again also requested, in their various letters to declare the 
entire area to which they have encircled with boundary 
wall, as “Customs area”, which includes the existing 
declared “Customs area” and some additional area. Where 
as in the light of the foregoing it is considered appropriate, 
in the circumstances to declare the area under Section 8(b) 
of the Customs Act, 1962 afresh after verification. 

Whereas the Traffic Manager vide his letter No. ID/ 
TM/GENL-12(X) 3527 dated 08-08-2012 after final 
verification intimated the area to be declared under Section 
8(b) of the said Act alongwith a map. 

Now therefore in exercise of the powers conferred under 
Section 8(b) of the Customs Act, 1962,1, Piyusha Patnaik, 
Commissioner of Central Excise, Customs & Service Tax, 
Bhubaneswar-I Commissionerate, in supersession of all 
the earlier notifications issued declaring the “Customs area” 
under Section 8(b) of Customs Act, 1962 in the port of 
Paradeep, hereby specify the following premises of the 
major Port of Paradeep situated in district of Jagatsinghpur 
of Odisha state as “CUSTOMS AREA”. The “Customs 
aifea” is encircled by boundaries in three sides and Bay of 
Bengal in one side as specified below comprising the harbor 
land area measuring 1822 acres + Water Spread Area 392 
Acres. Total area thus is 2214 acres which includes all 14 
berths, NQI & II, RO-RO Jetty and the lagoon. 

The boundaries of the Customs area of Paradeep Port 
are as follows: 

North Side : A security compound wall of the Port along 
the running road from Atharabanki area to Sector 21, from 
security Gate No. 02 to security Gate No. 01. On the middle 
of the road situated a bridge known as Ghanaghalia Bridge 
aiid adjacent to said road Indira Park is situated. 

South Side : Some portion of Bay of Bengal and other 
portion is the security compound boundary wall of the 
Port from security Gate No. 04 to security Gate No. 05 along 
the border of township area, extended up to Bay of Bengal 

East Side : Bay of Bengal. 

West Side : A security compound boundary wall of the 
Port from security Gate No. 04 to Gate No. 03 and then to 
security Gate No. 02 near Baliplot area. The adjacent area is 
^tharabanki area. 

[C. No. Vffl(43) 1/CUS/BBSR-E2012/24249-58-A] 
PIYUSHA PATNAIK, Commissioner 


(4>l4fcH4 

2 2012 
IT. 01/2012-ITt.IJ. (^.3.) 

^T.STT. 3390.—'STfaPm, 1962 152 ^ 

00 efr Sfipfa *K4>K, fWT, M 

]*KT ^RT u 33/94 (i&.H .) 

firm 01-07-1994 RSJT WlffcRT U 122/2004 3 

3T^rT sft wrm ^ ^ 3 atr. -qt. stt^, 

1962 

mu 9 ^ SRPfcT TTcT^RI 

100% ^ ^ ^ mw IT. 61, IfsfkHTT, 

Rt^TT ^I?!T \ I 

[irr.u V(i 6 )^n/oi/ 20 i 2 ] 

3TMTt° 3TFp<T 

(OFFICE OF THE COMMISSIONER CENTRAL 
EXCISE, JAIPUR-I) 

Jaipur, the 2nd November, 2012 
No. 01/2012-CUS (N.T.) 

CUSTOMS 

S.O. 3390.—In exercise of the powers conferred by 
Notification No. 33/94-Customs (NT) dated 01-07-1994 as 
amended by Notification No. 122/2004-Cus (NT) dated 
25-10-2004 by the Government of India, Ministry of Finance, 
Department of Revenue, New Delhi, issued under Clause 
(a) of Section 152 of Customs Act, 1962.1,0.P. Dadhich, 
Commissioner of Central Excise, Jaipur-I hereby declare 
Khasara No. 61, Raghubirpura, Bundi-Chittore Road, P.O. 
Bundi in the state of Rajasthan to be warehousing station 
with effect from date of issue of this Notification under 
Section 9 of the Customs Act, 1962 for the purpose of 
setting up of 100% E.O.U. 

[C. No. V(16)Cus/01/2012] 
O.P. DADHICH, Commissioner 

(farffa ifanj f^RTPT ) 

9 2012 

^)T.3n. 3391.—cF ^ (^*7 

1970/1980 ^73S3^^q-7ste(l) 3^73^8 

TTcj-SRRJT) 3lMWT. 1970/1980 9 (3) 

«#l ^ 3 ^ H^gRl, 

rn<VT 4 ; 3 pm C^rt ftfa: 

28-02-1958) 01-01-2013^t^T^r^-^-3^?Rr-q^ 

37T ^Ff'*TR w 0 ! 3i7^ dl(Usl ^ 'qfa SRfq ^ frHJ 



rwrll—^g3(ii)l 
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3T«^I 444) ?RI SltVerf^fTT 9ff Tira 3R 3f«Jcn 

3K?ff ?H>, ^ 4t 9?4 4 ^91 ^ 4 3ft 

^ 9? Wf fq^pfr ^ jf ftgcRf 11 

[W.-??. 4/4/2011-44-1] 
fosRT ■Rr^rai, 3T^T ‘■hRcI 

(Department of Financial Services) 

New Delhi, the 9th November, 2012 

S.O. 3391.—In exercise of the powers conferred by 
clause (a) of sub-section (3) of Section 9 of The Banking 
Companies (Acquisition and Transfer of Undertakings) Act, 
1970/1980 read with sub-clause (I) of clause 3 and sub¬ 
clause (1) of Clause 8 of The Nationalised Banks 
(Management and Miscellaneous Provisions) Scheme, 

1970/1980, the Central Government, after consultation with 
the Reserve Bank of India, hereby appoints Sh. Ashwini 
Kumar (DoB: 28.02.1958), Executive Director, Corporation 
Bank as Chairman and Managing Director, Dena Bank for a 
period of five years from the date of taking over charge on 
or after 01.01.2013 or till the date of his attaining the age of 
superannuation or until further orders, whichever is earliest. 

[F. No. 4/4/2011-BO-I] 

VIJAY MALHOTRA, Under Secy. 

9^ ftrefl, 16 *iq*«K, 2012 

9*3(1 3392.—WfcR sjfal fm £4 3 47 4m 4 
4>4*IKl pH9H l c|ef t , 1985 

13^^tfWT (2) 'SRITTf^PlTy4lq +4^ 

HdqgKI, ^fttllRd di/dl tf4 44 3 44 

4^^+ 4>4^Kl4t01 2011 ^l3TRnT^n!lTeft3ift7 

31 2012 4 

3 "3^1 '39-fmTR 3 $p? misfit 4 sterfifa, 3 ^ 

4 15 yfcRIrt 4 ^ 97 1491 311^111 

[931.4 2(15 )96/#H-m] 
9?. 4 319744? 

New Delhi, the 16thNovember, 2012 

S.O, 3392.—In exercise of the powers conferred by 
sub-rule (2) of rule 13 of the Life Insurance Corporation of 
India Class III and Class IV Employees (Revision of Terms 
and Conditions of Service) Rules, 1985, the Central 
Government hereby determine that, subject to the other 
provisions of the said sub-rule, the payment in lieu of bonus 
for the period commencing on 1st day of April, 2011 and 
ending with 31 st March, 2012 to every Class III and Class 
IV employee shall be at the rate of 15 per cent of his/her 
salary. 

[F.No.2(15)96/Ins.-m] 

, S. K. MOHANTY, Under Secy. 

0J2IV 67//X-2 


^ ’qfarc 

4 Iqcnl, 8 3T97H, 2012 

9*an. 3393.—4“^ 717+17, *FR49 f 44cm 9fTR^ 

444m, i956 (i956^no2)¥(«TOii4t’3q-«rRr(2) 

SRI 3T5 7T ?iRwiqj 931 #[ ^ 9R7ft9 f4479 4 

97iq*fm443|l< 34d 

4 444 4 ^FRm RF#rferf 3fk 7f4«R 9Rcft t 

spqffl:— 

(91) 9E97n 9171 r^r+RTl aitcTl [?7l4 (2)4 

^9 Tf Tfc ftfaj 44 f4 4t 4 ‘‘4^f 4q f 4ll<H9 ’’ 4 4? 
Tq1ch^i^f^TT^T0T[?B<=ft <4K4)HH (3)4^9371441], 
4*44 344 3lf4 4?4 4 ^374 74f4 444 4 

f^Flfrlfeld 31RT: 7*nfqd 4m mmm, 9TO1:— 

2 3 

mi4(f4” (1985 7) 1999 4 43 3 ^7 

=M^ol 4^3'SfM^Trf 

fq^qfqsjioiq 3RI ^cflchd RfclJ T R 
pqlqiMi 4\id\ I 

1985^ 1999 

^3i T ikSL#& 3 vfTiter 

rq^qfqfiiitri 4 ! 'gRr + t d f^rq 75 ^ 
f^TrRT 3T^?n ^ft) 1 

(^r) RRM 9RT fdP+rWI 3^rTT [5R^ ^ ^TcTR (2) ^ 
^9 ^ 7T44t] 4 3RRfd 9I«ft fWR 

P=li!c|(d^H9, 4l4h’’43rfrTT3fNR^4f^7i^l [fR^ 
^^r^(3) 4^^^4r],?W?r45tcRfe ajfriH 
9^ vfafte 4 «rr? Rn^PdRsId 3TRT: 4*Jlfi)d 

^IIH‘11, 9RF1:— 


TRrt (^fM wTlftra) 

3l4<-ilft«0” ( 45 IJ.+ 4MdlJIM IdPtifOl 3j|dl ?nil ^ 

5ff?tte ftrq on ^ ^ ■sift 3 

'iNl [q^iH fqJWlquw'i, Kirill 

OT9^199?il3<«l4l <w4 I 

'' fSkilHI ilferHH Vfeit 

si9 , -ilfh+)) " (*45 «<<»> PqfVrdi ai^ni si'll «I5f 

<i<nl^ <ii4l Ridl*i ft*WRiaW4, 

^■3(^1999^31^41 4«<jl 414 

_ io\ __ 
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1. Hld+IrK Wkid HMdl 5 erf <Et 

araft ^ f^ni ^rft -str ^ft^r <*>p^rtpit i 

2. '3R-*TRT (4) 3 3T^f^TrT aTJRR HI-461 OTIRT h41+^| 
■R?f efRrf ^ TcTCTCT -?T#f^Trr TTTcR?RR Mltt-MsHHl 3 
Pkmrir ^ ^ t^iRacii ift i 

[TR. ^ 12012/24/2012-TJRf (Rt.-II)] 

srfrn hill<5!, 3T^CP(f^ 


“Diploma in Medical DMRD 

Radio Diagnosis" (This shall be a recognised medical 

qualification when granted by Rajiv 
Gandhi University of Health Sciences, 
Bangalore in respect of the students, 
being trained at Mysore Medical 
College & Research Institute, Mysore 
on or after 1999. 


Note to all: 1. The recognition so granted to a 
POvStgraduate Course shall be for a maximum 
period of 5 years, upon which it shall have 
to be renewed. 


MINISTRY OF HEALTH AND FAMILY WELFARE 
(Department of Health and Family Welfare) 

New Delhi, the 8th August, 2012 

S.O. 3393.—In exercise of the powers conferred by 
sub-section (2) of the section 11 of the Indian Medical 
Council Act, 1956 (102 of 1956), the Central Government, 
after consulting the Medical Council of India, hereby makes 
the following further amendments in the First Schedule to 
the said Act, due to change of nomenclature of the 
qualification namely:— 

In the said Schedule— 

(a) against “Mysore University” under the heading 
‘RecognisedMedical Qualification’ [hereinafter referred to 
as column (2)], after the last entry relating thereto under 
the heading 'Abbreviation for Registration 1 [hereinafter 
referred to as column (3)], the following shall be inserted, 
nalnely:— 


(2) 

(3) 

“Doctor of Medicine 
(Radio Diagnosis)’' 

MD (Radio Diagnosis) 

(This shall be a recognised medical quali¬ 
fication when granted by Mysore Unil- 
versity in respect of students being 
trained at Mysore Medical College & 
Research Institute, Mysore between 
1985 to 1999. 

“Diploma in Medical 
Radio Diagnosis” 

DMRD 

(This shall be a recognised medical quali¬ 
fication when granted by Mysore Uni¬ 
versity in respect of the students being 
trained at Mysore Medical College & 
Research Institute, Mysore between 
1985 to 1999. 

(b) against “Rajiv Gandhi University of Health Sciences, 
Bangalore” under the heading ‘Recognised Medical 
Qualification* [hereinafter referred to as column (2)], after 
the last entry and entry relating thereto under the heading 
‘Abbreviation for Registration* [hereinafter referred to as 
column (3)], the following shall be inserted, namely:— 

“Doctor of Medicine 
(Rfcdio Diagnosis)” 

MD (Radio Diagnosis) 

(This shall be a recognised medical quali¬ 
fication when granted by Rajiv Gandhi 
University of Health Sciences, Banga¬ 
lore in respect of students being trained 
at Mysore Medical College & Research 
Institute, Mysore on or after 1999. 


2. Failure to seek timely renewal of recognition 
as required in sub-clause (4) shall invariably 
result in stoppage of admissions to the 
concerned Postgraduate Course. 

[No. U. 12012/24/2012-ME(P-E)] 
ANITA TRIPATHI, Under Secy. 

23 SPTPd, 2012 


TT.m 3394.—mRTR, RKlffa 3TPjf%TR Rft*R[ 
3lfqfRRR, 1956 (1956 TT 102) RR RKT 11 Rn'3R- t TRT (2) 
{jrcnj^rf ?lPKl4f R7T '9RFT RRff RTCTR RftR^ 

'RRrf Ri RK, TTcr^gRI 3^(11 =Ft ilHiqcll ^ ^ 

w ■stfafr'm, 4R 3 PiMPdRati rfk 


(^) ‘ ‘ tR^rar^, ^ ‘ PPM 

yikl P^PR^I 

3i^i4d Ri PeHI T J I ’ [5W4> 3IP) +MH (3) 

^ ^R if RT^PrfR] SRPfa 3Tf?TR Rfafc Rrf rfrfftRT 
Rfaferfr rtr rHHPdRsid r?i srf^snfr?rfRn31*%— 


( 2 ) 


(3) 


“'4RS:aff t STr3}ff 




" P^Tui ^ 3Tl«lW^+H' ’ 


HI-MdNIkl 1414. effl 3)^11 $T'fl ^ 
■ 4 ? 'iK<a^<, 3TH 

r%?t 4 RMsm ftiq;w^ f^nWi rt 
4 [etiqlqeiMM, 'gTO r4 

1983?l«irei, 1997^#51KFI^ 7 Tttl) 

■5T aM 


(RFRR' HMtuniyi IdPhoMi ai&ti el‘H mP; 

R7T #3TTT5r 4f*+>d RT^Tr, RtR 

4 rMSir ■fey; it fa ill 14 -li ^ 


, 'lUa^^RT 
^1982tf5FTRI, 1997^RpRR^RR?t'Tf 


_fDj_ 

(13) " r4V4R^lrf4, ‘^m#'*** 

‘Hl-4dl RTRT P^PdirHI 3T^rTT’ 3TFT 4>F<riR (2) 
iitrfrfR] Ri 3Efl4fl, ^ri4 0 h ' H'3ildvi. IJ i ^ 3TF) 

RTTcTR (3) ^ aT^TTf?!, rffrlE yPdPyRR Tfrfl 



[win—7g^3fn)i 


xlqfV ^ Pf*-i(«ngrt 3T<T:f«llfHd H|N<|| 

3T«rf^:- 


2 

3 

* Hl^cH 3^4^ 4/1 

Wn(atoif) 


( W ^TF^TTT 3^TT 


'tag*, jtk 

3 IVq; w ^ 3 

fewPrakrw, %aysrcrfai«R; 

1997 4 31^1 r$t) 

^3Tt«rf 


3^cfl FjHH ^ 

<jtk 

SK! 1997 4^vqc(| 


^ ft>: 1. Hld+W* ^ ^ ^ 

TO^mr atftreroi 5 
3^ 'iqlqjfl ^qui^TTl 


2. «R-^5 4 3 -qqftfatT TO*FTT <F) Wf 3 ^ 

<=tn<<4l^ ^ hRu|IHW<p 4 ^effacf ^TOFtrTT WTTO 3 

pi \ 12012/16/2012-^(^-11)] 
siffrarf^rcra), 

New Delhi, the 23rd August, 2012 

S.0.3394.—in exercise of the powers conferred by sub¬ 
section (2) of the section 11 of the Indian Medical Council 
Act, 1956 (102 of 1956), the Central Government, after 
consulting the Medical Council of India, hereby makes the 
following further amendments in the First Schedule to the 
said Act, due to change in name of affiliating University 
namely:— 
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Gorakhpur University, Gorakhpur 
in respect of students being 
trained at B.R.D. Medical College, 
Gorakhpur, Uttar Pradesh between 
__ 1982 to August, 1997. _ 

(b) against "DDU Gorakhpur University, Gorakhpur" 
under the heading 'Recognised Medical Qualification' 
[hereinafter referred to as column (2)], after the last entry 
and entry relating thereto under the heading 'Abbreviation 
for Registration' [hereinafter referred to as column (3)], the 
following shall be inserted namely:— 

"Master of Surgery MS (Ortho.) 

(Orthopaedics)" This shall be a recognised 

medical qualification when 
granted by Gorakhpur 
University, Gorakhpur in 
respect of students being 
trained at B.R.D. Medical 
College, Gorakhpur, Uttar 
Pradesh on or after 
September, 1997. 

"Diploma in Orthopaedics" D. Ortho. 

This shall be a recognised 
medical qualification when 
granted by Gorakhpur 
University, Gorakhpur in 
respect of students being 
trained at B.R.D. Medical 
College, Gorakhpur, Uttar 
Pradesh on or after 
September, 1997. 

Note to all: 1. The recognition so granted to a 
Postgraduate Course shall be for a maximum period of 5 
years, upon which it shall have to be renewed. 


MRftWT 17, 2012/4>lfd4> 26, 1934 


(a) against "Gorakhpur University, Gorakhpur” under 
the heading 'Recognized Medical Qualification' [hereinafter 
referred to as column (2)], after the last entry and entry 
relating thereto under the heading 'Abbreviation for 
Registration’[hereinafter referred to as column (3)], the 
following shall be inserted, namely:— 

C) (3) 

"Master of Surgery MS (Ortho.) 

(Orthopaedics)" This shall be a recognised medical 

qualification when granted by 

Gorakhpur University, Gorakhpur in 
respect of students being trained at 
B.RD. Medical College, Gorakhpur, 
Uttar Pradesh between 1983 to 
August, 1997. 


"Diploma in D. Ortho. 

Orthopaedics" This shall be a recognised medical 

qualification when granted by 


2. Failure to seek timely renewal of recognition as 
required in sub-clause-4 shall invariably result in stoppage 
of admissions to the concerned Postgraduate Course. 

[No. U. 12012/16/2012-ME(P. -IT)] 

ANITA TRIPATHI, Under Secy. 

^ ferft, 5 SRtJSR, 2012 

*$7.an. 3395,—W+K, HRrfft fafarMI 

1956 (l956^T102)^«imil^t3q-TO(2)?RT 

3 ‘tfW'i ^ t srsrfcT: 

W Wm 3^rlT [5^ (2) ^ 
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^ ufa ^ faro; 

(f{# ^ ^TcRT (3) ^ A Tfaf%), IFfafat ^ '3TcT r frT 
STfrRnifafe'qef ^fafacl yPqP'e =£ ofF; Pl*-lRlP<«id 3Erl: 
Tsnffar farm ww, nroi:— 

2 3 

"sfacFC TJTfafafa?! 

(m?n«F RRidi wz tfafa^w 3T^n 
#ft rnfa ^ fafafal WF«q fa?H 
^ TH, sfacffa 4>dk<E 3 ■afalfad 
far^ iir ^ famTT«fat ^ Tfa^i ^ Trsffa 
fatf) wf«t fa?pr favdfa^id-4, 
•sj'lciU, ?Fffem 5KT Ufa 100 

faa i ftfai 3> ^nftfat ^ifelt ^ rt«t 
tjRqt, 2012 A 3T«M T*fa «tl< y<H 
mWIt) i 

[R.’J. 12012/185/2005-^.1.(^.-11)] 
srfaciTfatrrat, sr^RfaFi 
New Delhi, the 5 th October, 2012 

S.O. 3395, —In exercise of the powers conferred by 
sub-section (2) of the Section 11 of the Indian Medical 
Council Act, 1956(102 of 1956), the Central Government, 
after consulting the Medical Council of India, hereby makes 
the following further amendments in the First Schedule to 
the said Act, namely:— 

In the said First Schedule against "Rajiv Gandhi 
University of Health sciences, Bangalore, Karnataka" under 
the heading "Recognized Medical Qualification' [in.column 
(2)] and under the heading 'Abbreviation for Registration" 
[in column (3)], the following shall be inserted, namely:— 


(2)__P)_ 

Bachelore of Medicine M.B.B.S. 
and Bachelor of Surgery (This shall be a recognized 
medical qualification when 
granted by Rajiv Gandhi 
University of Health Sciences, 
Bangalore, Karnataka, in respect 
of students being trained at 
Shimoga Institute of Medical 
Sciences, Bangalore, Karnataka 
on or after January, 2012 with 
annual in take of 100 students 
per year. 


[No. U. 12012/185/2005-ME(P-lI)] 
ANITATRIPATHI, Under Secy. 


4lpuM sfftTSlPT 


(onfap^fanm) 

nlfaevft, 12 2012 

mr.3TT. 3396.- FU+K, ffalfa ("Wifcni) fVfa u i 3lk 

faffeR) fa*R, 1964-mffaR 12 ^ -dlpHTM ( 2 ) ^'SPTRfarf, 
ffafa ( cK l Pddl ffaFR 3frt fafafR) STpqffami, 1963 ( 1963 
22) «IRT 7 ^ff W-ITTT ( 1) 'gRT 3 RtT mfarfat TPfal 
^rfa ^ Relied P^TTcdTfffaieT elojfteN fat 

■gRTfat zrt gfo cR gqtH 71. 7 «(7Tt T4veT # Tthfa, 

t^fl, 'll TRl, RfaT-403 802 3 fa*ET t, 

3 jfi|^'cm ut ■im'-M ff 'qfl dltlisl ^ rft*1 '^’mt 37^1^ 

fatTT, iURT W47TC =£ cufui^l TfaTeFT, 3#RJ^T1 71. <EI.31T. 
3975 HRTH 20 PcftHHl, 1965 

■fffafafayidP-M afasrom,■gs-1 srafaefff apjErnTfaffaifa 
It PimR - i[<3u itfdT tf! sitflr <?d gg 'il'll ^t Pul^R t n<’i ^ 
fat^ 3lfWR ^ TFT R HMcll tift t, 3T«fal:-- 

2FI7, gfa IR 71. 7, 

^71RF1T, fTfat- 403 802 Ufa*! TT«TT 3FRU7 ^9-1 
■mt fa^fa (M^m) fan, 1965 ^ famt 4 ^ 3t^fa 
IRI 3PRT1 i Tf faftw ^fl Tsfa ^7t mfa ^ 
fafa, f^T fafara ffarfa faftSiR Rffafa ?I7t TTRfafa^J 
aifwM ^ ’rqfar Tjfaynt ^fj. 

Him, ’jfa riel ft. 7, ^Tt T^yl <£ Wfa, 

It TIRT, Rfal-403 802 TFt ^ 3T^ffa 

3P^ RTeR ^ ffaTFf (faft^R tfa =WlPcldt 

faR5R) 

[71. 4/9/2012-ffalfa fTOSR] 

tr. fasrat, Ttfa^ 


MINISTRY OF COMMERCE AND INDUSTRY 
(Department of Commerce) 

New Delhi, the 12th November, 2012 

S.O. 3396.— In exercise of the powers conferred by 
sub-section (1) of section 7 of the Export (Quality Control 
and Inspection) Act, 1963 (22 of 1963), read with sub¬ 
rule (2) of rule 12 of the Export (Quality Control and 
Inspection) Rules, 1964, the Central Government hereby 
recognises M/s. Reliable Analytical Laboratories Pvt. 
Ltd. located at Murgao Beach Tower, Ground Floor, Shop 
No. 7, Opp. Busy Bee School, Desterro, Vasco Da Gama, 
Goa-403 802, as an agency for a period of three years 
from the date of publication of this notification, for the 



r WTII—g^3(ii)l 
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inspection of Minerals and Ores Group-I, namely, Iron 
Ore, specified in the Schedule annexed to the Ministry 
of Commerce notification number S.O. 3975, dated the 
20th December 1965, period to export of said minerals 
and ores at Goa, subject to the following conditions, 
namely:— 

(0 M/s. Reliable Analytical Laboratories Pvt. Ltd. 
Murgao Beach Tower, Ground Floor, Shop No. 7, 
Opp. Busy Bee School, Desteiro, Vasco Da Gama, 
Goa-403 802, shall give adequate facilities to the of¬ 
ficers nominated by the Export Inspection Council in 
this behalf to examine the method of inspection fol¬ 
lowed by them in carrying out the inspection under 
rule 4 of the Export of Minerals and Ores, Group-I 
(Inspection) Rules, 1965; 

(ii) M/s. Reliable Analytical Laboratories Pvt. Ltd. 
Murgao Beach Tower, Ground Floor, Shop No. 7, 
Opp. Busy Bee School, Desterro, Vasco Da Gama, 
Goa-403 802, in the performance of their function 
under this notification shall be bound by such direc¬ 
tions as the Director (Inspection and Quality Con¬ 
trol), may give in writing from time to time. 

[No. 4/9/2012-Export Inspection] 
A.K. TRIPATHY, Jt. Secy. 

12W^, 2012 

3397 .—<*>**\m W&iR, fasrfd 
twr, 1964 12*^ dMfaqH (2) 

srfatw?, 1963 (1963 
22) 9KT 7 (1) 5TTI KtT 

rn\ tjJRI del, "^f 0 319, 

^H^600 001 ^ cilfio 

^ efr?^^W m«t>K ^ ^f>t 

^T.3TT. 3975 mt® 20 1965 afk^T.STT. 

3978^3 20 1965 

<aPi^ 3fk 3T«rf?T efts W^-2 

Pi^fciPaa ^Trlf ^ 3T*fbT T$x\ ^ "3^ <afWf 

^ ^ P HMdl t, 

(i) ^ ^TPTft, TFcT, i. 319, «F^ 

^#^.#^-600 001 ^ 

1965 afk 

tfj^-ii ^rr ftqfa 1965 ^ 

Pfim ^ tfc fatr, 

Prcfa g[Ki ^pi ft ^ iP<<i! *Ft 

sfk 

MW &r)U-2 


(ii) Ifcrtf *TRf T$S ^qpft, del, ^ 319, 

^ ^R^-600 001 ^ 3tf*K£tRT ^ 3fmbf 3TFT 
^ WR 3 ^ fd^it £RT 3IR5 ?PtF, 

(Pifi^P 1 ! sffr 4<4lfinel Pt^ u i) Pi<4n HRq^'gTCT 

T TC RrfRsId P ^TTTT I 

[R 4/3/201 2- MlM^n 

% f^rrar, 

New Delhi, the 12th November, 2012 

S.O. 3397. —In exercise of the powers conferred by 
sub-section (1) of section 7 ofthe Export (Quality Control 
and Inspection) Act, 1963 (22 of 1963), read with sub rule 
(2) of rule 12 of the Export (Quality Control and Inspection) 
Rues, 1964, the Central Government hereby recognises 
M/s. K.C. Sharma & Co. located at 2nd floor. No. 319, 
Thambu Chetty St. Chennai-600 001, as an agency for a 
period of three years from the date of publication of this 
notification, for the inspection of Minerals and Ores Group- 
1, namely, Iron ore, and Group-II, namely, Barytes, specified 
in the Schedule annexed to the notification of the 
Government of India in the Ministry of Commerce number 
S.O. 3975, dated the 20th December 1965, and S.O. 3978, 
dated the 20th December, 1965 respectively, prior to export 
of the said Minerals and Ores at Chennai, subject to the 
following conditions, namely:— 

(i) that M/s. K.C. Sharma & Co. located at 2nd floor, No. 
319, Thambu Chetty St. Chennai-600 001, shall give 
adequate facilities to the officers nominated by the 
Export Inspection Council in this behalf to examine 
the method of inspection followed by them in carry¬ 
ing out the inspection under rule 4 of the Export of 
Minerals and Ores, Group-I (Inspection) Rules, 1965 
and the Export of Minerals and Ores, Group-II (In¬ 
spection) Rules, 1965 and; 

(ii) that M/s. K.C. Sharma & Co. located at 2nd floor, No. 

319, Thambu Chetty St. Chennai-600 001, in the per¬ 
formance of their function under this notification shall 
be bound by such directions as the Director (In¬ 
spection and Quality Control), Export Inspection 
Council may give in writing from time to time. 

[No. 4/3/2012-Export Inspection] 
A.K. TRIPATHY, Jt. Secy. 

•g^nfrCT TTPret, Tire afr TTPfcfre? fom ifarere 

6 2012 

3BI.3TT. 3398.—'1987 7 ^ 

<3hPi-m*i (i) ^ (ig) 3rgqrr°r 3 mu* 

WWR Rb'MI 1 Wl/fW <1^ f I 
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NKdl^l HU** («tf) 






1 

317^2333:1992^ 

i. 

31 3^g^2011 


^ *tfar 

313^2011 



(^<1 JpiflOT) 



2 

2338:1964 WH 

3, 

31 3T^5T2011 


itt ^ 

3T3*3«R20n 






3 

3IT^ 2339:1964 3Mlfh+ 

4, 

31 3T^T20!1 


wln^t *mrc 

3T^T20U 


4 

STC&tt 12621:1988^R!?3 


31 3^^2011 


^ Rin-ftEi'c 

3T^R2011 



?=T “HTTcTEq HH+f ’TFEffa ilFErr TTFEfi- 


9, TciFf, ^ f^rft 110 002 STSffa ^ 

t^crff, ^c'l'hdl, ■#=^, "gj^, TT«n "?Fn3T ^TFlfrETf : 

WRW, «j'lcfK ’trcra, T p< I ^R l. ^<7N I < , 

^l 7 ^. WT 37 , Tt CT*TT fcR^RTTgTE 4 tg 
< 3 , J|crt's*tT ^ | ^KrTl-H EH<+>1 TT http://www.standardsbis.in?RT 
^<l<^d T E *TT <H=bdl 1? I 

09/3TT^T 2838, 2839] 
WET. %rf^‘^'^¥g7st (TEFElf^’TFT) 

MINISTRY OF CONSUMER AFFAIRS, FOOD AND 
PUBLIC DISTRIBUTION 
(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

New Delhi, the 6th November, 2012 
S.O.3398. —In pursuance of clause (b) of sub-rule (1) 
of Rule 7 of the Bureau of Indian Standards Rule, 1987, the 


Bureau of Indian Standards hereby notifies that 
amendments to the Indian Standards, particulars of which 
are given in the Schedule hereto annexed have been 
issued: 

SCHEDULE 

Si. No. and year of the No. and year of Date from 

Indian Standards the amendment which the 

amendment 
shall have 

effect 


1. 

IS 2333:1992 Plaster for 

Amendment No. 1 

31 October 2011 


pans for ceramic industry- 

October 2011 



Specification (second revision) 



2. 

IS 2838:1964 Specification for 

Amendment No. 3, 

31 October 2011 


Stoneware containers for general October 2011 



purposes 



3. 

IS 2839:1964 Specification for 

Amendment No. 4. 

31 October20ll 


industrial stoneware 

October 2011 


4. 

IS 12621:1988 Bentonite for 

Amendment No. 2, 

31 October 2011 


ceramic industry-specification 

October 2011 



Copy of these Standards are available for sale with the 
Bureau of Indian Standards, Mank Bhavan, 9 Bahadur Shah 
Zafar Marg, New Delhi-110 002 and Regional Offices:New 
Delhi, Kolkatta, Chandigarh, Chennai, Mumbai and also 
Branch Offices: Ahmedabad, Bangalore, Bhopal, 
Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, Jaipur, 
Kanpur, Nagpur, Patna, Pune, Thiruvananthapuram. On line 
purchase of Indian Standard can be made at : http:// 
www. standardsbis. in, 

[Ref CHD 09/IS 2838,2839] 
S.N. CHATfERJEE, Scientist ’F & Head (CHD) 


6 W3R, 2012 

^rr.sn. 3399.—HRrfP? ^JTt (3TRFFT) f^fWT 1988 ^ 4 ^ (5) 3 'HN'rft'M HH«h l^d<gKI 

^ ^ t, ^ f^rr tttt f 






3# 








^fT^TT W) 


^TT 






1 

3839983 

25-9-2012 

■nztt. 14 

H^Kf^ 431203 

(■U*H< MNjITh 

14543 

2004 

2 

3874480 

27-9-2012 

W UT.fa. 

483/2 

50 

^1^410501 

■fa *Tc7 3?Pjfcf 

Hi5Hf 

4985 

2000 



r^TFTII—g^3(ii)l 
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3R dl$4?U 
W&ti TR^T 






HH* 


Mi-qrr 

#©n 


«mr 


3q«nn M 


3879490 


11—10—2012 


3867685 


1810-2012 


3867786 


12 - 10-2012 


d7rd dr 7m 


14543 

qqVjlvjj 


VA 15/3 




f*R7R ^ 


^510^411046 

3t^ra) 


fa*f7^R UT.tR. 

‘'WHd 

15633 

H-43 

^K^t^qiPdel 


^2 

: OTt“3Tr^ attr 


qiq>i Thrill 

H&KJ'S 

\rbqci 


d7?d fa^R tfetT ST.fk 


15636 

^-43 



4^2 

RiV qiRici cyq<“37T^ 



3jfa Tfs^fcT Vi 4 



2004 


2005 


2005 


pT. *ft'q*l^/13:ll] 
4t H*T. Ffrfi, 'Tnp’-qcf 


New Delhi, the 6th November, 2012 


S.O. 3399.—In pursuance of sub-regulation (5) of the regulation 4 of the Bureau of Indian Standards (Certification) 
emulations 1988, of the Bureau of Indian Standards, hereby notifies the grant of licences particulars of which are given in 
the following schedule. 

SCHEDULE 


Si. Licence 

No. No. 


Grant Name & Address of 

Date the Party 


Title of the Standard 


IS No. Part Section Year 


1 


3839983 25-9-2012 


3874480 27-9-2012 


Packaged drinking,water 
(Other than packaged 
natural mineral water) 


Unplasticized PVC pipes 
for potable water 
supplies 


14543 


4985 


3879490 11-10-2012 


M/s Bagdia Healthcare 
Gut No. 14 
Devmurti 
District Jalna 
Maharashtra 431203 

M/s Dexcel Plast Pvt. Ltd. 

Gat No. 483/2 
N.H.No. 50 

Mednankarwadi, Chakan 
Taluka Khed 
District Pune 
Maharashtra 410501 

M/s Shree Samarth Foods & Packaged drinking water 14543 

Beverages (Other than packaged 

Sr. No. 15/3 natural mineral water) 

Mangadewadi-Gujarwadi Road 

Taluka Haveli 

District Pune 

Maharashtra411046 


2004 


2000 


2004 
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SI. 

No. 

Licence 

No. 

Grant 

Date 

Name & Address of 
the Party 

Title of the Standard 

IS No. 

Part Section Year 

4 

3867685 

18-10-2012 

M/s Bridgestone India Private Automotive vehicles- 

15633 

2005 




Limited 

pneumatic tyres for 






piotNo.A-43 

passenger car vehicles- 






Phase 2 

Diagonal and radial ply 






Chakan Industrial Area 







Taluka Khed 







District Pune 







Maharashtra 




5 

3867786 

12-10-2012 

M/s Bridgestone India Private Automotive vehicles- 

15636 

2005 




Limited 

pneumatic tyres for 






PlotNo. A-43 

commercial vehicles- 




Phase 2 

Chakan Industrial Area 
Taluka Khed 
District Pune 
Maharashtra 


diagonal and radial ply 


[No. CMD/13:11] 
B.M. HANEEF, Scientist'F and Head 


'♦Then 

3TT^Tt 

15W^, 2012 

qq.qn. 3400—^irq? m (srsH #7 
1957) (1957 20) (f37) ^7tf 

■3«K1 STfVPlBH «h^l *131 1?) qft MRI 9 qfl3qqTTT ( 1 ) 3iq|q 
RTftqftq^ ^Kd SRt^dl HUlciq qft 3lfa7£ERT Tl'lsMI* 

qq°3l|T° 1776 3TTtl3 22 3^ 2012 3t 'HTTcI ^ 71333 qFTII, 
#5 3, 4Ma^(ii) cll#lI'R^20- 26, 2012 3 yqilRild qftq^ 
«fr 3tRT 3TffePEJ^TT 7* 7TcF3 3T5^J^t 3 qMd 3fk ^jfR 3 
qi 371 37 ^ 3lfqqqq ?TFT fTP# 3?37c(3qq »jfq qi?T 
3311) 3qq 3TfkrPFTri qr| *371 10 qft 33*071 ( 1 ) ^ 31313, 
713tTqc'NhqT71 Fprlt*r4>7, 3tir t iiia c ti 33^1 ^^q TEddl^' 
Piftfl id qq 

afaq^TrcqiRqqqfTiqmtrqqTtf^^qdcTqdc^ 
frrf^s, ^Rqi, ^I'hqi ftiU'id, Nidi (HpArctqqiiq) 
(Pji£ 4iMi^cu<6iql q^iqqr^) 37 ) fq«iqqf 

aihqRitqq^i tk+k ftfqq siMtfqq qron 3fqq 
713?!, at^HirR 317^ ^ fcT( 731133 f; 

3RT; 3R, 717337, 3qq #ffTH qf| qTO 11 qf[ 

33 - 3171 ( 1 )^rn'srqcftqiRwqiqiT y 4 i'iq> 7 %^q, 
t fa ?ti totc fatiq 3qq ^jj3 aftq 33 37 ql Triit srfqqqq, 
qrt®22 3i 2oi2 7l^^7Tqqnq^wwTtqf?qq^q^ 
qrt 3313, Pi^fciRaci fqq*Rl 3itl Sfldf fa 31313 7?3 ■§!(, dew 

qfaft 3 fqfar it qrn£t, srsifa; 


(1) qqqiTfr qqqfa, 3qq 3if3ffaT3 fa 3qqfa fa srofa q*n 
srqqrfqcf =qR ■jqvTTR sftr fast fa 3fa q»t qrqq fan 
qn3fa7fafafafa^7RqTRq7t3ffajftqfriiT; 

(2) 333 3Tfa[d<lH qft 3T7I 14 fa 3lfa3 ■CK'bK3Rf 

(i) ^ 31^, TFqnft q^rft ?f7i 7i^q 7qiqf qq arqqrw qiqt 
fa vchm"! fa fan nqp 37pqq773T qq 333 faqr RTnqi tfo ^ 
ffant 3 if^<^< u i sitr 2^331731 qPf Tniqin q >73 fa 1cm, Piy=w 
<^[fai<ii fa71333 <4H‘in 33t »qq, 717q>Kt q?-i (q><) 

Ri^t aftq IF wrq fqticT qqq ^ q qi 371 qq ^ srfqaiqq ^ 
1cn?;qT37iqt7iqq^^r 3iqRf 3nf^7iqt |qfq«h 'tii^qiiV-ii q>t 
qnd <mqd, qiqt oqq qt.iTit yq>K mqiRl qiqqt?rqiqiqfqrq 
Rl^Pt; 

(3) Tiqqqqt qtqqt, '^-qp-t 7iqqqq qi niqi qqtfqqiTfqqt qft, 
■^itqi7fr3Fq'siR^7iqq^, ^Pd^ qi^fi^riTi y+R RPid 
qqq ^ ^ qi 371 qq ^ 3qpqqqqr ^ qi^-r(, -^rir 7i7qqq qi 

if 3irq?qq> ft; 

( 4 ) 7iqqqqt qiqpft qfr, qr^tq 7iqqqq ^ ^ nihI^h qt 
1^, 3qq 3ti ^q qi 37i^ 3qq ITT qqqq fqfw 3tPqqrrq 
q^ Iqrrft 31^ °qfqq qit 3Tqfqq qqq qft ■^Ttqq 3# #ft ; aftq 

(5) 7rqqqqi qrirff, Ptdqil sftq qiqf qft, qft 7tqqqq 
■giqi, qrqqiqt 3iTqqq^"it, 3qq , <jfq^ Ptlqi^ %qt^ Icuqt^tr 
310, qi aif^qtfqq Iqiq RTtr, hich qttqft 1 

[71. 43015/2/2009-qt?qTT31Tt3^J-l] 

i^. qm, aqqq Tlfqq 


f 


. .1 W^WWN*p<«pf» 




•I» n\ 


[<rpui—gqg3(ii)l 


17, 2012/qnfcrer 26, 1934 


8173 


MINISTRY OF COAL 
ORDER 

New Delhi, the 15th November, 2012 

S.O. 3400. —Whereas on the publication of the 
notification of the Government of India in the Ministry of 
Coal, number S.O. 1776 dated the 22nd May, 2012 published 
in the Gazette of India, Part II, Section 3, Sub-section (ii) 
dated the May 20 to 26,2012, issued under sub-section (1) 
of Section 9 of the Coal Bearing Area (Acquisition and 
Development) Act, 1957 (20 of 1957) (hereinafter referred 
to as the said Act) the lands and rights in or over the land 
described in the Schedule appended to the said notification 
(hereinafter referred to as the said land) are vested 
absolutely in the Central Government free from all 
encumbrances under sub-section (1) of section 10 of the 
said Act; 

And, whereas, the Central Government is satisfied that 
the Eastern Coalfields Limited, Sanctoria, Post Office 
Dishergarh, District Burdwan (West Bengal) (hereinafter 
referred to as the Government Company) is willing to 
comply with such terms and conditions as the Central 
Government thinks fit to impose in this behalf; 

Now, therefore, in exercise of the powers conferred by 
sub-section (I) of Section 11 of the said act, the Central 
Government hereby directs that the said lands and all rights 
in or over the said lands so vested shall with effect from 
22nd May, 2012, instead of continuing to so vest in the 
Central Government, shall vest in the Government Company, 
subject to the following terms and conditions, namely:— 

(1) The Government Company shall reimburse to the 
Central Government all payments made in respect of 
compensation, interest, damages and the like, as determined 
under the provisions of the said Act; 

(2) A tribunal shall be constituted under section 14 of 
the said Act, for the purpose of determining the amounts 
payable to the Central Government by the Government 
Company under condition (1) and ail expenditure incurred 
in connection with any such tribunal and persons 
appointed to assist the tribunal shall be borne by the 
Government Company and similarly, all expenditure incurred 
in respect of all legal proceedings like appeals etc. for or in 
connection with the rights, in or over the said lands, so 
vested, shall also be borne by the Government Company; 

(3) The Government Company shall indemnify the 
Central Government or its officials against any others 
expenditure that may be necessary in connection with any 
proceedings by or against the Central Government or its 
officials, regarding the rights in or over the said lands so 
vested; 

(4) The Government Company Shall have no power to 
transfer the said lands and the rights to any other person 
without the prior approval of the Central Government; 
and 

qtUi Ot/lZ~V 


(5) The Government Company shall abide by such 
direction and conditions as may be given or imposed by 
the Central Government for particular areas of the said lands, 
as and when necessary. 

[No. 43015/2/2009-PRIW-I] 
A.K. DAS, Under Secy. 

^ (ttrrrfl, 10 3»«KJ«K, 2012 

^RT.sn. 3401.—3$iiy||j|=h SlfalWI 1947 (1947 

14 ) 3ft MRl 17 gqmw ft W4>K HRff i*j l fcHH 

•hi'ilVfi'l fclfais, Hsiqri* ^ 

aifa ^ sfteilPw. 

10/2012) 5ft WftRT <M<fl 15ft 
TTC5>R5ft 3/10/2012 ?ft sra-gaur «n I 

pi. t^r.-30012/7/2011-3nf.31R. (HR)] 
'jfls'i 3M< 

MINISTRY OF LABOUR AND EMPLOYMENT 
New Delhi, the 10th October, 2012 

S.O. 3401. —In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. 10/2012) of the Central 
Government Industrial Tribunal/Labour Court Eranakulam 
now as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
M/s Bharat Petroleum Corporation Ltd. Kochi Refinery 
(Cochin) and their workman, which was received by the 
Central Government on 3.10.2012 

[No. L-30012/7/2011-IR (M)] 
JOHAN TOPNO, Under Secy. 
ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL 

TRIBUNALCUM-LABOUR COURT, ERN AKLlAM 

Present: Shri D. Sreevallabhan, B.Sc., LLB Presiding 
Officer (Friday the 31 st day of August, 2012/9th 
Bhadrapadham, 1934) 

I.D. 10/2012 

Workman : Shri S. Jayakrishnan, 

House No. X/334, 

Thirumuppam Variam, 

N. Parur, Emakulam—693 520. 

By Adv. Shri Paulson C. Varghese. 
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Management : The General Manager, 

M/s BPCL-Kochi Refinery, 
Ambalamughal, Cochin. 

By M/s. Menon & Pai. 

This case coming up for hearing on 31.08.2012 and this 
Trib^naLcum-Labour Court on the same day passed the 
following: 

AWARD 

In exercise of the powers conferred by clause (d) of 
subjection (1) and sub-section (2 A) of Section 10 of the 
Industrial Disputes Act, 1947 (14 of 1947) Government of 
Indian Ministry of Labour has referred this industrial dispute 
to this Tribunal for adjudication as per Order No. L-30012/ 
7/20 U-IR(M) dated 16.02.2012. 

2. The dispute is: 

’’Whether the action of the management of M/s. BPCL, 
Kochi Refinery with its headquarter at Mumbai in 
dismissing the services of Shri S. Jayakrishnan, Staff 
No. 83194, Cochin AFS vide order dated 08.04.2010 is 
legal and justified? What relief the workman is entitled 
to?” 

3 . After the receipt of the reference it was numbered as 
LD. 10/2012 of this Tribunal and notice was issued to the 
work(man and the management. After entering appearance 
the Workman did not file any claim statement in spite of 
granting several adjournments. The workman and the 
management remained absent continuously on the 
successive posting dates and hence the case proceeded 
with as ex parte . It appears that the workman and the 
management are not interested in the matter. There is no 
meaiiing in keeping this case indefinitely. As the workman 
and (he management have not turned up, there cannot be 
any adjudication as to the dispute referred to this Tribunal 
and hence under the circumstances 'No Dispute Award 1 is 
passed in this case. The reference is answered accordingly. 

Dictated to the Personal Assistant, transcribed and typed 
by her, corrected and passed by me on this the 31st day of 
August, 2012. 

D. SREEVALLABHAN, Presiding Officer 
10 2012 

*m. 3 n. 3402 .-^ 1 ^P[<+ 1947 (1947^1 

14) SJRT 17 ^ TTRTR 

4>!HTUm fin Mis, *fFT ^ TRVcR ^ 

W4>K^P l 4> 

2/2000) ^ wrfTm 
3/10/2012 sjt 1 

pR. T^.-30011/67/1999-3TT£3TTL (T^R)] 
dlT’fi, 3RT 


New Delhi, the 10th October, 2012 

S.O. 3402.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. IDA No. 2/2000) of the 
Central Government Industrial Tribunal/Labour Court 
SANGLI now as shown in the Annexure in the Industrial 
Dispute between the employers in relation to the 
management of M/s Hindustan Petroleum Corporation Ltd. 
West Zone (Sangli) and their workman, which was received 
by the Central Government on 3.10.2012 

[No. L-3001 l/67/1999-IR(M)] 
JOHAN TOPNO, Under Secy. 
ANNEXURE 

BEFORE THE PRESIDING OFFICER, LABOUR 
COURT,ATSANGLI 

(Presided over by Shri S.R. Navandar) 

Ref. (I.D.A.) No. 2/2000. 

Exh. No. 

Adjudication Between 

The General Manager, 

West Zone, Hindustan Petroleum, 

Corporation Limited, Richardon & 

Cruddas Building, 2nd Floor, Sir J J. Road, 

Bhaikhala (Byculla) Mumbai. 1st Party. 

And 

Shri Vasant Appasaheb Khandekar, 

Age:— Major, Occu:— Now N il, 

R/o. Malgaon, Tal—Miraj, Dist —Sangli, 2nd Party. 

CLAIM:— 

Reinstatement with continuity of service and full back 
wages of 2nd Party. 

Shri S.S. Shevade, Advocate for 1st party 
Shri K.D. Shinde, Advocate for 2nd Party. 

AWARD 
FIRST PART 

(Delivered on 10th day of August, 2012) 

This is a reference made under Section 10 of the Industrial 
Disputes Act. (hereinafter referred to as the ”Act”). 

(2) Certain admitted facts are as follows:— 

2nd party workman Vasant Khandekar was serving with 
the 1st party Company since 01/06/1988. he was charge- 
sheeted for misconduct of habitual absenteeism on 07/12/ 
1993. On considering his explanation dt. 16/12/1993 
Domestic Enquiry was initiated against him and thereafter 
he has been dismissed from service on 16/08/1994. After 
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dismissal the 2nd party workman had approached 
Counciliation Officer claiming reinstatement and full back 
wages. No settlement was arrived at in the conciliation 
proceeding and hence the reference has been forwarded to 
this court by Government. 

(3) Brieffactsofthecase of the 2nd party workman are 
as follows:— 

In the statement of claim Exh. U-2 the 2nd party workman 
has contended that the enquiry conducted against him 
was not fair and proper He was not given sufficient 
opportunity to represent himself and to lead evidence in 
the domestic enquiry. The Enquiry Officer obtained his 
signature on already typed paper and treated it as his 
confession and recorded affirmative findings against the 
charges levelled against him. The 2nd party workman does 
not know english language and still the enquiry proceeding 
was held in english language. Representative of die 2nd 
party workman was not allowed to enter the premises where 
the enquiry was held and as such grave prejudice has been 
caused to the 2nd party workman, 

(4) It is further alleged that the Enquiry Officer did not 
refer the contents of charge-sheet, his reply and the 
documents on record, that the documents which were not 
filed on record were referred by the Enquiry Officer and on 
that basis the findings were recorded which are perverse. 
There was no evidence to marie affirmative findings to the 
charges levelled in the enquiry and hence the enquiry as 
well as the findings of Enquiry Officer need to be quashed. 

(5) The 1st party company has resisted the claim by 
filing its Written Statement at Exh. C-2. It has specifically 
denied that any illegality has been committed in holding 
domestic enquiry of the 2nd party workman. It is further 
denied that the findings of Enquiry Officer are perverse or 
based on no evidence. According to the 1st party company 
the 2nd party workman was a case of habitual absenteeism. 
The enquiry was initiated against him on the report made 
by his Superior Officer. It is contended that the 2nd party 
workman was allowed representation through Union or 
any co-worker. However, despite of that he had pleaded 
guilty. As his plea was voluntary it was accept by the 
Enquiry Officer. It is further contended that the findings of 
Enquiry Officer are based firstly, upon the admission of 
guilt by the 2nd party workman and secondly, on the record 
available with the Enquiry Officer. It is further contended 
that the past record of the 2nd party workman was poor as 
he used to remain absent frequently without assigning 
any reason. As such there is no illegality either in the 
proceeding of enquiry or in the findings of the Enquiry 
Officer. 

(6) The 2nd party workman has examined himself on 
oath at Exh. U-8 .He has not filed any document on record. 

(7) The 1st party company has not led oral evidence. It 
has filed on record the enquiry papers including different 


notices issued to the 2nd party workman for absenteeism 
since year 1991 to 1993 with list dt. 11/12/2006. 

(8) Heard Learned Advocate Mr. Mulani for the 2nd 
party workman and Learned Advocate Mr. S.S. Shevade, 
for the 1st party company. 

(9) Issues under determination are quoted hereinafter. I 
record my findings against them for the reasons to follow: 


ISSUES 

(1 A) Whether the enquiry held 
against the 2nd party 
workman is illegal, improper 
and bad in law? 

(IB) Whether the findings 
recorded by the Enquiry 
Officer are perverse? 

(2) What order? 


REASONS 

(10) As to issue No. 1A:— 


FINDINGS 
In the negative. 


In the negative. 


Reference part 1 
is rejected as per 
final order. 


Admittedly, the 2nd party workman did not attend the 
duty for months of June and July, 1993. Then he had 
appeared in the August and then again in November and 
December, 1993 he remained absent without prior 
permission nearly for entire period. It was therefore he was 
charge-sheeted on 07.12.1993. On receipt of the charge- 
sheet he had submitted his explanation. On considering 
his explanation the Management thought it fit to conduct 
the domestic enquiry for the alleged misconduct. 
Accordingly, the 2nd party workman was informed of the 
fact. The time and venue of the enquiiy was also informed 
to him. The 2nd party workman had participated the enquiry 
by presenting himself before the Enquiry Officer. Enquiry 
proceeding dt. 31.05.1994 denotes that the Enquiry Officer 
had firstly verified whether the 2nd party workman had 
received copy of charge-sheet and whether he had 
understood the charges. Thereafter, he had questioned 
him as to whether he pleads guilty, to which the 2nd party 
workman has answered in affirmative. After recording plea 
of guilt the Enquiry Officer addressed his findings. The 
report of Enquiry Officer is not only based upon the plea of 
the 2nd party workman but also on his service record. 

(11) It is submitted on behalf of the 2nd party workman 
that he is not conversent with english language in which 
the enquiry has been conducted and further that his 
signature were obtained on a typed paper without giving 
understanding of the contents therein. It is therefore argued 
that the plea of guilt of the 2nd party workman cannot be 
said to be voluntary being recorded with the undue inference 
and fraud. 
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(12) It is pertinent to note that the statement of claim 
filed in the present case is in english language. The 
examination-in-chief of the 2nd party workman is also filed 
in english language and he has signed everywhere in 
english. Therefore, it cannot be believed that the 2nd party 
workman is either not conversent with english language or 
he was snot aware of what was scribed on the paper by the 
Enquiiy Officer. He was knowing the purpose of the 
enquiry. A detail explanation was submitted in writting by 
him which is before initiation of the domestic enquiry. 
Therefore, it is not possible that he would have signed the 
plea without going through the contents. 

(13) The 2nd party workman has been dismissed from 
service on 16.08.1994. If he would not have really admitted 
the guilt before the Enquiry Officer he must have made hue 
and cry. He must have lodged his grievance with the 
Superior Authorities immediately after declaration of 
decision of his dismissal. Instead he kept mum. He has 
approached the Conciliation Officer after about five years 
of his dismissal. His conduct shows that there is no 
substance in the allegations of the 2nd party workman and 
the plea recorded by the Enquiry Officer was voluntary 
and with full understanding of the 2nd party- workman. 

(14) There is no flaw in the procedure of the domestic 
enquiry conducted by the Enquiry Officer in the present 
case. Opportunity was given to the 2nd party workman to 
be represented by any member of Union or co-worker. 
Though it is alleged that a Union Representative had 
accompanied him but was not allowed to enter the premises 
of enquiry, it holds no water. Again such type of complaint 
has not been made by him on earlier point of time. His 
conduct is against the nature and hence the allegations 
cannot be accepted and relied upon. 

(15) What can be gathered from the facts is that sufficient 
opportunities were given to the 2nd party workman before 
and during the enquiry to represent himself and to lead 
evidence. The Enquiry Officer has followed the principles 
of natural justice. However, when the 2nd party workman 
had piteaded guilty, it was not necessary for him to go into 
details by recording evidence of Management witnesses. 
Therefore, I find that the enquiry conducted against the 
2nd phrty workman was fair and proper. Accordingly, I 
answer issue No. 1A in the negative. 

(16) As to issues No. IB:— 

Apart from the plea of the 2nd party workman the Enquiry 
Officer had also gone through his service record and got 
verified fact of absenteeism. As such there was 
independent corroborative material produced before him 
to shriw that this is a chronic case of willful absenteeism. 
The 2nd party workman was absent for 70 days in year 
1992 and continuously more than that in the subsequent 
year. He had not attended duty in June, July, November 
and December of year 1993 and had also not taken prior 
permission from the authority. Considering the period of 


absentee of the 2nd party workman the findings arrived at 
by the Enquiry Officer cannot be said to be perverse. Hence, 

I answer issue No. IB in the negative and proceed to pass 
the following order. 

ORDER 

1. It is hereby declared that the domestic enquiry 
conducted against the 2nd party' workman is fair and 
proper, and the findings of Enquiry Officer are not 
perverse. 

2. Matter to proceed. 

Sangli. S.R. N AVANDAR, Presiding Officer 

Date:—10.08.2012 

10 2012 

^n.3TT. 3403.—sMPl* 1947 (1947^1 

14) 

firings 1 ^ ^ 

<£ #3, 3 PhP^ 3 *U4»K 

143/2010 375/2009) ^ y^lPvid t, 

03/10/2012 «TT I 

pFT, 30011/73/2007-3^^ (T^)] 

dWlf 3T3R 

New Delhi, the 1 Oth October, 2012 

S.O. 3403.—In pursuance of Section 17 ofthe Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 143/2010, Old No. 
375/2009) ofthe Central Government Industrial Tribunal/ 
Labour Court, Ahmedabad now as shown in the Annexure, 
in the Industrial Dispute between the employers in relation 
to the management of M/s ONGC Ltd (Baroda) and their 
workman, which was received by the Central Government 
on 03,10.2012. 

[No. L-3001 l/73/2007-IR(M)] 
JOHAN TOPNO, Under Secy, 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL CUM LABOUR COURT, 
AHMEDABAD 

Present. 

Binay Kumar Sinha, 

Presiding Officer, 

CGIT cum Labour Court, 

Ahmedabad, Dated 29.08.2012 
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Reference: CGITA of 143/2010 
Reference: ITC 375/2009 (Old) 

1. The Executive Director— 

Basin Manager, ONGC Ltd., 

Western Sector, Makarpura Road, 

Baroda-390009 

2. The General Manager/Support Manager, 

ONGC Ltd., Makarpura Road, 

Baroda-390009 

3. The Dy. General Manager (Mechanical), 

Incharge Central workshop, 

ONGC Ltd, Baroda 

4. The Dy. General Manager (Medical Service), 

Health Centre, ONGC Ltd., 

Makarpura Road, Baroda-390009 

5. The Dy. General Manager, 

Incharge Regional Store, 

ONGC Ltd., Makarpura Road, 

Baroda-390009 

6. M/s. Metro Tours & Travels, 

Hujrat Paga Road, 

Behind Jubilee Baug, 

Vadodara (Gujarat)-390001 ... First Parties 

And their workman 

Through The Working President, 

Petroleum Mazdoor Sangh, "Shram Sadhna", 

Opp. Police Parade Ground, Raopur Road, 

Vadodara (Gujarat>390001 ... Second Party 

For the First Party: Shri K.V. Gadhia, Advocate 

Shri Yogi K. Gadhia, Advocate 
For the Second Party: None 

AWARD 

On raising Industrial Dispute by the Union Petroleum 
Mazdoor Sangh raising demand for reinstatement and 
regularization of services of Shri Anand Amir Singh Parihar, 
Ex-Ambulance Driver in the establishment of ONGC Ltd. 
before the conciliation officer, the conciliation failed and 
the conciliation officer sent failure report to the Appropriate 
Government. Consequent upon consideration of the 
Industrial Dispute existing between the employers in 
relation to management of ONGC and their workman, the 
Appropriate Govemment/Govemment of India, Ministry 
of Labour by its order No. L-30011/73/2007 IR (M) New 
Delhi dated 05.05.2008 referred the dispute for adjudication 
to the Industrial Tribunal, Ahmedabad under clause (d) of 
such section (1) and Sub-section 2A of Section 10 ofthe ID 
Act, 1947 formulating the terms of reference as follows:— 

SCHEDULE 

“Whether the demand of the Petroleum Mazdoor Sangh, 
Baroda for reinstatement and regularization of services of 

Lfzii) 


Shri Anand Amir Singh Parihar, Ex-Ambulance Driver in 
the establishment of ONGC Ltd., Baroda is legal, just and 
proper ? To what relief the concerned workman is entitled?” 

2. The parties were sent notice for appearing in this 
case and for filing pleading-statement of claim by the second 
party union/workmen and the written statement by the first 
party (Management of ONGC Ltd.). The notice ffom the 
member Industrial Tribunal (Central) Ahmedabad had earlier 
been issued to the parties when that Industrial Court was 
in sesin of this case. Consequent upon notice the 
management of first party appeared and executed power 
(Vakalatnama) in favour of its lawyer. Repeated notices 
were sent also to the union/workman for making appearance 
and for filing statement of claim. Subsequently the case 
record recei ved back in this tribunal on 03.01.2011 and again 
fresh notice were issued to the parties at Ext. 8. In response 
to the notices the management of first party through its 
appointed lawyer appeared and making parivy on the dates 
but the second party union/workman concern failed to 
appear and also failed to file statement of claim. So, this 
tribunal has reason to believe that the union/workman 
concerned has lost interest in this reference case. So it is 
not desirable to give further adjournment for filing of 
statement of claim by the second party union. Therefore 
following order is passed. 

ORDER 

This reference is dismissed for non-prosecution by the 
second party union. No order as to any cost. 

BINAY KUMAR SINHA, Presiding Officer 
Hi 10 2012 

^T.3fT. 3404. —fqqiq 3TWPET, 1947 (1947 ^»T 
14) *trci 17 $ 

*TmT^h fartes, 

(*MwtI 220/2011 

^ 3-10-2012 I 

pi Tl?T-30011/48/99-3^3M(T^)3 

New Delhi, the 10th October, 2012 

S.O.3404. —In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 220/2011) of the 
Central Government Industrial Tribunal/Labour Court, 
Delhi-1 now as shown in the Annexure in the Industrial 
Dispute between the employers in relation to the 
management of M/s. Hindustan Petroleum Corpon. Ltd. 
(Delhi) and their workman, which was received by the 
Central Government on 3.10.2012. 

[No. L-3001 l/48/99-IR(M)] 
JOHAN TOPNO, Under Secy. 
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ANNEXURE 

BEFORE Dr RK. YADAV, PRESIDING OFFICER 
CENTRAL GOVERNMENT INDUSTRIAL TRIBUNAL 
NO. 1, KARKARDOOM A COURTS COMPLEX, DELHI 

I.D. No. 220/2011 
The General Secretary, 

Petroleum Workers Union, 

C-160, Sarvodaya Enclave, 

New 1 Delhi-110017 

.. .Workmen 

Versus 

The Chief Manager (P&A), 

M/s. Hindustan Petroleum Corpn. Ltd., 

Tower-1,124, Indira Chowk, 

New Delhi-01. 

. . Management 

AWARD 

Hindustan Petroleum Corporation Ltd., (In short the 
Corporation) is engaged in re-fueling and de-fueling 
aircrafts for domestic as well as international airlines. 
Aircrafts for domestic flights were re-fueled or defuelled 
at Terminal I while international flights were given such 
services at Terminal-II at Indira Gandhi International 
Airport, New Delhi. When Terminal-II came into operation 
in the year 1986, all international airlines were shifted to 
the new terminal of the airport. With a view to organize its 
operation from a single point instead of multiple points, 
the Corporation decided to carry out its operation of 
Terminal-I and Terminal-II, relating to aviation service 
facilities from Palam Aviation Service Facilities (in short 
the Palam ASF). Therefore, on the night of4-12-195 8 the 
Corporation displayed a notice on the notice board to the 
effedt that effective from first shift of 5-12-1998 all 
employees at domestic as well as international airport will 
report at Palam ASF, as per shift rota chart. This notice 
was taken as change in service conditions of the 
employees by the Petroleum Workers Union (hereinafter 
refeired to as the Union). The Union called upon the 
Corporation, vide its communication dated 5-12-1998, to 
withdraw the notice dated 4-12-1998 and permit the 
employees to work at Terminal-I and Terminal-II, as per 
their existing duty rosters. The Corporation was of the 
view that its decision to organize its operation from single 
point instead of multiple points did not constitute change 
in service conditions of employees. The Union raised an 
industrial dispute before the Conciliation Officer. In view 
of the stand, referred above, taken by the Corporation 
before the Conciliation Officer, conciliation proceedings 
failed. On consideration of the failure report, submitted 
by the Conciliation Officer, the appropriate Government 
referred the dispute to this Tribunal for adjudication, vide 
order No. L-3001 l/48/99-IR(M) New Delhi, dated 
26-11-1999, with following terms 


Whether merger of Terminal-II with Terminal-I at ASF 
Palam by HPCL after a period of 13 years result in 
change of service conditions of the workers at 
Terminal-II who were shifted on a short notice without 
being given advance notice of the re-organization/ 
rationalisation of work by the management ? If yes, to 
what relief the workmen are entitled ?” 

2. The Union filed claim statement pleading therein 
that the Corporation is one of the leading oil companies 
wdiich is engaged in marketing and distribution of 
petroleum products. The Corporation is also engaged in 
refueling of aircrafts from two terminals at Palam Airport, 
Terminal-! for re-fueiing of domestic flights and Terminal-II 
at Indira Gandhi International Airport for re-fueling of 
international flights. A settlement was signed by the 
Corporation on 16-5-1986 for employees employed by it 
initially at Palam Aviation Depot known as Terminal-! 
With the commissioning of Indira Gandhi International 
Airport Terminal-I), with effect from 1-5-1986, international 
airlines shifted their operations from Terminal-1 to 
Terminal-II. Consequently Corporation’s international 
customers had also shifted their operations from Terminal-I 
to Terminal-II. In view of the settlement, referred above, 
the Corporation transferred 50% of its staff to Terminal-II 
for re-fueling international airlines customers. The above 
two establishments of the Corporation are separate 
establishments and code No. 192 was allotted to Terminal 
No.-II by the Corporation in May, 1986. About 12 
employees were deployed at Terminal-I and about 14 at 
Terminal-II by the Corporation. 

3. Two separate duty rosters were issued for the 
employees deployed at Terminal-I and Terminal-II, pleaded 
the Union. On the night of 4-12-1998 the Corporation 
displayed a notice on the notice board mentioning theirin 
that effective from first shift of 5-12-1998 all employees 
working at domestic as well as international flights will 
report at Palam ASF, as per shift roster. New duty roster 
effected change in service conditions of the employees, 
which change are as follows:— 

(i) Terminal No. II faced closure without notice. 

(ii) Workmen employed at Terminal-II were compelled 
to report to another location about 7-8 Km. away 
from their present location at Terminal-L 

(iii) Workmen at Terminal No. 11 w ere directed to re-fuel 
domestic flights in addition to their existing duties 
to re-fuel international flights and in the same 
manner workmen deployed at Terminal-! were 
directed to re-fuel international flights in addition 
to domestic flights. 

(iv) For re-fueiing flights at international airport the 
workmen were required to cover extra round trip of 
15-16 Kins, from Terminal-1. 
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(v) For re-fueling international flights equipment had 
to be brought from a distance of 7-8 Kms. The 
employees had to run here and there to change 
equipments while the aircraft was standing at die 
bay. 

(vi) Workmen working at Terminal-II used to get 
subsidized lunch on coupons through IOC canteen 
at Terminal-II and BPCL canteen at Terminal-I. No 
alternative arrangement was made for subsidized 
lunch. 

(vii) By change of location the Corporation had 
increased work burden of employees. Sometimes a 
sweeper is asked to work as a crewman and contract 
employees to refuel flights. 

(viii) A special crewman, .deputed to lookafter7 
underground tanks at joint hydrants for flushing 
equipments, up-keep of diesel engines and all 
kind of quality control, was withdrawn and 
workmen were compelled to do lower grade job 
of crewmen. 

(ix) Previously the workmen deployed at Terminal-II 
used to get two offs after six days continuous work 
but now one off is given. Some workmen have been 
changed to general shift and would have to put 
extra hours of work, and 

(x) Periodical examination of the employees, after a 
specific time interval dependant on their age profile, 
has been withdrawn. 

4. The Union pleads that under the provisions of 
Industrial Disputes Act, 1947 (in short the Act), no 
employer shall change conditions of service of workmen 
without giving 21 days notice to the employees who are 
affected by such change. No such notice was given by 
the Corporation. Long Term Settlement was signed by 
the Corporation with the Union on 9-5-1995. As per clause 
28(b) of the said settlement, terms and conditions of 
service, prevailing prior to the said settlement and not 
varied, were to continue as deemed to have been provided 
in the settlement. The change made by the Corporation is 
arbitrary and violative of long term settlement. It is claimed 
that the Corporation be commanded to re-direct 
employees shifted from Terminal II to Terminal-I to their 
original position and status-quo ante be brought back, 
relating to their conditions of service. The benefits and 
facilities, which were withdrawn/withheld, may be 
restored, pleaded the Union. 

5. The claim was demurred by the Corporation pleading 
that its decision to reorganize its operation from a single 
point instead of multiple point of work nowhere causes 
any change in wages, hours of work, starting, alteration or 
discontinuance of shift working, withdrawal of any 
customary concession or privileges or changes in usages. 
The decision is not violative of Section 9-A of the Act. The 


Corporation had issued a notice dated 1-12-1998 with a 
view to operate aviation service facilities from single point. 
It was so done in the light of job and market requirements, 
since it was advantageous for the Corporation to provide 
aviation service facilities centrally from Palam ASF. No 
change in service conditions of its employees took place 
and as such the Corporation was not required to serve a 
notice, as contemplated by Section 9-A of die Act. The 
appropriate Government had not considered all these facts 
and referred the dispute to this Tribunal for adjudication 
without application of mind. 

6. In the year 1986, with commissioning of IG1 Airport 
Terminal-II, operation of international airlines were shifted 
to new terminal. As per clause-2 (c) of the Certified Standing 
Orders, Terminal-1 and Terminal-II are part of the same 
establishment. Operation for fueling of aircrafts were 
headed by one Manager. Two terminals were brought into 
operation to separate parking of domestic from international 
aircrafts, with a view to reduce traffic congestions and 
passenger loads on the terminals. The Corporation does 
not dispute signing of settlement dated 16-5-1986 whereby 
it was agreed that terms and conditions of employees, 
shifted from Terminal-II, would remain the same. In order to 
ensure market competitiveness and job flexibility long term 
settlement was signed on 20-5-1995. Self lease scheme for 
non-management employees was introduced by the 
Corporation with effect from 1 -4-1997. Refusal of the Union 
to start operation from single point affects day to day 
operations and business commitment of the aviation 
industries and is violative of undertaking given in Self Lease 
Scheme. 

7. Several rounds of discussion took place between the 
Corporation and the Union with a view to have effective 
utilization of man power. Corporation formed a uniform 
policy of having its aviation service facilities from one point, 
since it was uneconomical to have operations from two 
points. The employees move in vehicles from one point to 
another for refueling or defueling of aircraft’s within the 
same compound. After a year of discussion, the Corporation 
displayed roster on 1-12-1998 indicating shift schedule of 
the employees. Vide notice dated 4-12-1998 it was simply 
conveyed that man power would report at a single point 
instead of multiple points and synchronized duties of 
employees of Palam ASF. Since any form of private 
transportation is not allowed inside the airport due to 
security reasons, all claimants have always been reporting 
at Palam ASF from where they were taken in jeeps by the 
concerned shift officers at Terminal I or Terminal II. 
Equipments used at respective terminals are parked at those 
points and only employees are taken in jeeps to these 
terminals at least one hour before arrival of flights. The 
Corporation denied that Terminal II faced closer without 
notice. It is disputed that the employees would be compelled 
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to report to another location about 7-8 Kms. away from 
their present location. It has also been disputed that they 
had to cover extra round trips of 15-16 Kms. to refuel fl ights 
from Terminal No. 1. As per arrangement they would first 
report at one place and thereafter would be travelling in 
vehicles provided by the Corporation for refueling or 
defueling of aircraft's within the same compound. The 
claimants are provided either two wheeler soft loans or 
fixed reimbursement of conveyance charges for reaching 
scheduled place of work at Paiam ASF. Operations at Palarn 
ASF are carried on job requirements and that too depending 
upon number of flights. It is immaterial whether fueling or 
defuejing is done for international or domestic flights since 
it is done within the same compound/establishment. It has 
been denied that the Corporation had not made any 
alternative arragenment for the employees to have 
subsidized lunch. Employees are paid monthly coupons 
for the value of Rs. 540, which can be purchased by them 
on payment of Rs. 180 They can use those coupons at 
various canteens/stalls being run at Terminal 1 and Terminal 

11. In addition the employees are paid tw o coupons of tea 
for ealch attendance. It has been disputed that sweeper is 
asked to do work of crewmen or contract employees are 
deployed to refuel flights. It has also been disputed that 
the employees are compelled to do low er grade job. There 
had been no change in weekly offs as alleged. It has been 
denied that the employees have been changed to general 
shift and are required to put extra hours of w ork. Periodical 
medicial examination facilities have not been withdrawn. 
Since no change in conditions of service was effected, the 
Corporation was not required to give 21 days’ notice. It 
has tjeen claimed that the Union had presented a 
mis-conceived story, hence its claim may be discarded. 

8. On 20-4-2005, an award was passed by the Tribunal, 
whence Union failed to adduce evidence, despite various 
opportunities granted to it. 

9. The Tribunal considered the application, moved by 
the Union for setting aside the award and granted it vide 
order dated 19-5-2005. The award, so passed, was set aside 
by the Tribunal. 

10. Vide Order No. Z-2201916/2007-IR((MI) New Delhi, 
dated 11.2.2008 the case was transferred to Central 
Government Industrial Tribunal No. II, New Delhi, for 
adjudication by the appropriate Government. It was 
retransferred to this Tribunal, vide order No. Z-2201916/ 
2007-aR(C-II) New Delhi dated 30-3-2011, for adjudication. 

11. Shri Raj Kumar and Shri K.L. Chhabra were examined 
by the Union to establish its case. Shri Mahesh Kumar 
Dhingra entered the witness box to unfold facts on behalf 
of the Corporation, No other witness was examined by 
either of the parties. 

12. Written arguments were filed by Shri K.L. Chhabra 
on behalf of the Union. Shri Rajesh Kumar, authorized 
representative, also presented written submissions on 


behalf of the Corporation. They opted not to advance oral 
arguments. I have given my careful consideration to the 
facts submitted through written submissions and 
considered the record minutely. My findings on issues 
involved in the controversy are as follows. 

13. Shri Raj Kumar projects in his testimony that at 
Terminal-1 lunch facility was provided by way of coupons 
till 1996-97. Thereafter this facility was not provided. He 
admits that all employees of Terminal I and Terminal II work 
in one compound. Employees, deployed at Terminal I and 
II, do the same nature of job. He does not dispute that 
employees cover distance from Terminal I to Terminal 11 or 
vice-versa by jeep provided by the Corporation. Pay or 
salary of the employees was not reduced. There was no 
change in salary of the employees ofTerminal II, who were 
directed to report at Terminal 1 after December 1998. He 
makes a candid admission that there was no change in 
duty hours after December 1998. There was no change in 
shift policy or in starting the shift. He felt ignorant as to 
whether the Corporation introduced policy of aviation 
facilities from one point on all India basis. According to 
him, the employees adopt routes as per instructions of the 
authorities. The authorities instruct them to go by a shorter 
route. He projects that no employee deployed at Terminal I 
and II was retrenched after December 1998. According to 
him weekly off was not given since 2000. He hastens to 
add that one weekly off was given to them. Shri K.L. 
Chhabra also admits that employees go from Terminal I to 
Terminal II in a vehicle provided by the Corporation. 
According to him, wages of the employees were not 
reduced. He concedes that employees were given coupons 
of Rs. 540 for encashment in canteen every month. 

14. Out of facts projected by the Union through its 
witnesses and the Corporation through Shri Dhingra it came 
to light that the Corporation took a decision to re-organize 
its operation of re-fueling and de-fueling of aircrafts for 
domestic and international flights from a single point 
instead of multiple points. It was so done with a view to 
meet job requirement, market requirements and in 
consonance with long term settlement entered into between 
the Union and the Corporation. Terminal-I and Terminal-11 
were within the perimeter wall and employees of the 
Corporation were reporting at a single place, from where 
they were transported to Terminal-11 through jeeps provided 
by the Corporation. The Corporation formed a policy of 
having aviation service facilities from one point on all India 
basis. The said policy was implemented at Paiam ASF as 
well. Implementation of that policy was preceded by 
discussions between the Union and the Corporation. The 
Corporation displayed a roster on 1 -12-1998 indicating shift 
schedule of employees. On 4-12-1998 a notice was displayed 
whereby it was conveyed to the employees that they would 
report for duty at a single point instead of multiple points 
and duties of employees were synchronized due to 
operational requirements. 
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15. Question for consideration comes as to whether 
displaying roster on 1-12-1998 and notice on 4-12-1998, 
calling upon the employees to report at a single point 
instead of multiple points, amount to alteration or change 
in conditions of service applicable to them? Expression 
“conditions of service” is an expression of wide import. 
Conditions of service means those condition which regulate 
holding of a post by a person right from his appointment 
till retirement. Judicial pronouncements include termination 
of service within the conditions of service of an employee. 
There was no provision in repealed Trade Disputes Act 
1929 or in the Act providing for notice of change in condition 
of service applicable to workmen. As a result of persistent 
demand Sections 9A and 9B of the Act, besides Fourth 
Schedule were introduced in the statute book. Introduction 
of Section 9A prevents unilateral action on the part of the 
employer in changing conditions of service, to the prejudice 
of the workmen. The real purpose of the above provision is 
"to offer an opportunity to the workmen to consider the 
effect of proposed change, if necessary, to present their 
point of view on the proposal" and as such consideration 
would further serve to stimulate a feeling of consent and 
joint interest of the management and workmen in industrial 
progress. 

16. The Fourth Schedule appended to the Act 
enumerates conditions of service for change of which notice 
is to be given. Item 1 of the said schedule speaks in respect 
of change in wages, including the period and mode of 
payment. Item 4 of the schedule contemplates change of 
hours of work and rest intervals while item 5 speaks of 
leave, holidays and wages. Item 6 of schedule deals with 
starting, alteration or discontinuance of shift working 
otherwise than in accordance with standing orders. Item 8 
takes care of withdrawal of any customary concession or 
privilege or change in usages. Therefore when an employer 
wants to alter or discontinue shift working of its employees, 
reduce wages including period and mode of payment, 
change in hours of work and rest intervals, leaves and 
holidays and withdrawal of any customary concession or 
privileges or change of usages, he is required to follow the 
procedure provided in Section 9A of the Act. Word "start" 
means "to begin" or "cause to begin something or cause 
to go into being or operation" while "alteration" would 
denote "change or modification of the existing situation" 
and "discontinuance" would mean "to go or bring to an 
end". Therefore, when shift working is put in operation, 
altered or discontinued a notice, as required by Section 9A 
of the Act is to be served. For application of provisions of 
Section 9A of the Act there should be change in the 
conditions of service as enumerated in Fourth Schedule 
appended to the Act. 

17. Now it would be considered as to whether the Union 
had been able to project that there was change in 
conditions of service requiring applicability of Section 9 A 
of the Act. At the cost of repetition it is projected that 
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Shri Raj Kumar unfolded that there was no change in wages/ 
salary of the employees of Terminal-11 who were directed 
to report at TerminaM after December 1998. He made a 
candid admission that pay/salary of the employees were 
not reduced. Shri Chhabra also deposed facts in the same 
vein. None of them project that either wages of the 
employees including period and mode of payment were 
changed by the Corporation. Therefore, it is crystal clear 
that the Corporation did not affect any change in the wages 
including period and mode of payment of the wages to the 
employees, who were ordered to report at Terminal I from 
Terminal II, on the strength of notice dated 5-12-1998. 

18. Much hue and cry has been made by the Union to 
project that hours of work and rest intervals of the 
employees were changed. The Corporation presents that 
roster was displayed on the notice board on 1-12-1998. 
This proposition has not been disputed either by Shri. Raj 
Kumar or Shri Chhabra. It is a matter of common knowledge 
that roster of duties of employees projects their hours of 
work and rest intervals. Copy of staff duty roster for 
Terminal-I as well as Terminal-II for December, 1998 has 
been relied by the Union. I have gone through those two 
rosters and could not notice any change in their hours of 
work and rest intervals. Therefore, it is evident that facts 
projected by Shri Chhabra that working hours were 
increased from 8 hours to 9 hours are not in consonance 
with documents, relied and filed by the Union. Start, 
alteration and dis-continuance of shift working was not 
done at all when notice dated 4-12-1998 was displayed by 
the Corporation. 

19. The notice, which had evoked feelings of injustice 
amongst the employees in the prime document, contents 
of which are hereby re-produced thus:— 

"Reference is made to the discussions the management 
had with employees of Palam ASF regarding integration 
of manpower of both Domestic & Internationa! Airport 
at Palam ASF as one location due to operational reasons. 

Accordingly, effective the first shift of 5-12-1998, all the 
workmen at both Domestic as well as the International 
Airport will report at Palam ASF T-I as per the shift rota 
chart displayed along side of this notice. 

All workmen are advised to take notice of the same and 
report to the Manager Palam ASF, as per their shift rota". 

20. Contents of above notice make it apparent that 
neither wages including period and mode of payment, hours 
of work and shift intervals, leave and holidays, withdrawal 
of any customary concession or change of usage or 
starting, alteration or dis-continuance of shift working was 
done by the Corporation. No change in conditions of service 
of employees was effected by the Corporation requiring 
compliance of Section 9-A of the Act. 

21. The Union agitates that the employees had to travel 
7-8 Kms. from one terminal to another for refueling and 
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defueling of aircrafts. On this count the Corporation 
projects that the two terminals are within the perimeter wall 
of the airport and even prior to 4-12-1998 all employees 
used to report at one point from where they were transported 
in jeeps to Terminal II by the Corporation. After 4-12-1998 
they are transported from one terminal to another for 
refueling and defueling of aircrafts, one hour before arrival 
of tjie aircraft. Earlier transportation was done once in a 
day but now it may be more than once for refueling and 
defueling. This transportation cannot be termed as change 
in conditions of service. 

22. Supply of coupons for purchase of subsidized food 
has not been disturbed by the notice referred above. 
Periodical medical examination is also not subject of change. 
Same is the case in respect of other conditions of service 
applicable to the employees. It is nowhere shown that any 
customary concession or privilege or usages was 
withdrawn or changed by the Corporation. Therefore, it is 
crystal clear that the Corporation had not changed any 
conditions of service when notice, referred above, was 
displayed. 

23. When service conditions of employees are not 
changed in December 1998, this Tribunal cannot take notice 
of the acts which occurred subsequently, since complaint 
under Section 33 of the Act was never filed by the Union. 
ShrijRaj Kumar presents that only one day weekly off was 
giveh after 2000. Shri Chhabra projects that weekly off was 
withdrawn subsequently. Out of facts unfolded by them, it 
emetges that in the year 2000 one day weekly rest was 
withdrawn. Question for consideration comes as to whether 
this Tribunal can enlarge the scope of reference. The answer 
lies In negative. The Tribunal being creature of statue is 
bound to act within the parameters provided by the statute. 
It cainnot enlarge the scope of reference sent to it for 
adjudication. As pointed above reference was sent in 
December 1999. Subsequent events cannot be introduced 
in the reference for the purpose of adjudicating it. Therefore 
while adjudicating the reference I cannot take note of the 
proposition that in the year 2000 one day weekly rest was 
withdrawn. 

24. However, Section 33 of the Act ensures fair and 
satisfactory enquiry pending adjudication proceedings by 
way of providing a safeguard against victimization of 
workman concerned or to prevent unfair labour practice on 
the part of the employer at that stage. A ban subject to 
certain conditions has been imposed on ordinary rights of 
the employer to alter terms of his employee’s service to 
their prejudice or to terminate their service under general 
law governing the contract of employment. Section 33 of 
the Act bars alteration in conditions of service prejudicial 
to the workmen concerned in the dispute with the permission 
of the authorities before whom the proceeding are pending. 
Section 33A of the Act provides for relief against 
contravention of Section 33 by way of adjudication of the 


complaint made by aggrieved workman, considering such 
complaint as dispute referred or pending in accordance 
with the provision of the Act. Ban, so imposed is not to 
restrict interference on general rights and liabilities of the 
parties under ordinary law. However, when an employer 
violates ban so imposed, the employee may approach the 
Tribunal with a complaint under Section 33 A of the Act or 
the appropriate Government for getting the dispute referred 
to an adjudicatory authority for adjudication. 

25. Here in the case the Union has not filed a complaint 
under Section 33A of the Act before this Tribunal. The 
Union has also not approached the appropriate 
Government for making a reference for adjudication, when 
their weekly off was reduced by the Corporation in the 
year 2000. Under these circumstances this Tribunal cannot 
proceed to take cognizance of that proposition since it 
would amount to enlarging the scope of reference. In view 
of these reasons, I am of the view that the Tribunal should 
refrain its hands in respect of reduction of weekly off by 
the Corporation in the year 2000. Taking in to 
considerations, the reasons detailed above I am of the 
considered opinion that the claim put forward by the Union 
is devoid of merits. No relief is to be accorded to the Union. 
Accordingly, the claim is brushed aside. An award is passed 
in favour of the Corporation and against the Union. It be 
sent to the appropriate Government for publication. 

Dr. R.K.. YADAV, Presiding Officer 
^ Pdrefl, 22 SfcRjsR, 2012 

^fT.3fI.3505.—ailalPlch [qqie 1947 (1947 cflj 

^ "3^ ^ 

^ RW ( 3TT^ ^ WTT 59/2000 TR? 60/2000 ) 

9<*lRri<1 RRrfl t, Rfl* •sl'H ROkkRtl 22-10-2012 TfU5fTd 
f3TI*tTI 

R. Rcf-1 1012/77/1999-3^3711 (7Th7R-I), 
■R. Rcf-11012/76/1999-3TT#rrc(tfft??-I)] 

3fjftrT RTRR, Sl^KJTf SlftWRt 

New Delhi, the 22nd October, 2012 

S.0.3405. —In pursuance of Section 17 of the Industrial 
Disputes Act, 1947, (14 ofl 947), the Central Government 
hereby publishes the Award (Ref. No. 59/2000 & 60/2000) 
of the Central Government Industrial Tribunal-cum-Labour 
Court, Chennai as shown in the Annexure in the Industrial 
dispute between the management of M/s. Indian Airlines 
and their workmen, received by the Central Government on 
22 - 10 - 2012 . 

[No. L-l 1012/77/1999-lR(CM-I), 
No. L-l 1012/76/1999-IR(CM-I>], 
AJEET KUMAR, Section Officer 
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ANNEXURE 


BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT 
“SHRAM SAD AN”, 

m MAIN, in CROSS, n PHASE, TUMKUR ROAD, 
YESHWANTHPUR, 
BANGALORE-560022 

Dated: 14.09.2012 

PRESENT 

Shri S.N. NAVALGUND 
PRESIDING OFFICER 


CR.No. 59/2000 

I PARTY n PARTY 


Shri Suresh, 

No. 36, Near Kuppuswamy 
House, 

NewThippasandra, 

Bangalore 


The Station Manager, 
Indian Airlines, 
Bangalore Airport 
Bangalore-560001 


CRNO. 60/2000 

1 PARTY I PARTY 


Shri Munivenkatappa 
No. 3544,32nd Cross, 
9th Main Road, 

II Stage, 

Banashakari, 

Bangalore-560070 


The Station Manager, 
Indian Airlines, 
Bangalore Airport, 
Bangalore 560001 ■ 


COMMON AWARD 

1. The Central Government by exercising the powers 
conferred by clause (d) of sub-section (1) and sub-section 
2 A of Section 10 of the Industrial Disputes Act, 1947 (14 of 
1947) has referred these two disputes vide order No.JL- 
11012/77/99-LR. (C-1) dated 18/22.08.2000 andNo.L-11012/ 
76/99-IR (C-1) dated 18/22-8-2000 for adjudication on the 
following Schedules: 

SCHEDULE (59/2000) 

"Whether the management of Indian Airlines is justified 
in terminating the services of Shri S. Suresh, Casual 
Labourer, from January, 1993 without considering him 
for the post of Loader? If not, to what relief the disputant 
is entitled?" 


SCHEDULE (60/2000) 

"Whether the management of Indian Airlines is justified 
in terminating the services of Shri Munivenkatappa, 
Casual Helper, from January 1993 without considering 
him for the post of Loader? If not, to what relief the 
disputant is entitled?" 


2. In CR No. 59/2000 the first party in his claim statement 
assert that he was working on the establishment of the 
Indian Airlines (herein after referred the second party) as a 
labourer since 1986 continuously without any break in 
Bangalore Airport. When the second party invited 
application for the post of loaders for Karnataka region he 
appeared for interview and was selected and included in 
the select list along with 13 other persons who were junior 
to him and he continued in service up to 31.07.1993 and the 
second party without complying Section 25F of the ID Act 
terminated his services. It is also alleged in the claim 
statement that in fact he has worked for more than 240 
days in a given year right from 1986 to 1993. With these 
allegation he has prayed to declare his termination w.e.f. 
31.07.1993 being arbitrary, illegal and to restore him to his 
original position with consequential benefits like 
backwages, continuity of service etc. 

3. Similarly in CR No.60/2000 the workman asserted that 
he was working in the establishment of the second party 
as labourer since 1985 continuously and without any break 
in Bangalore Airport and when the second party invited 
applications for the post of loaders in Karnataka region he 
too appeared for interview and was selected and included 
in the select list with 13 other persons who were junior to 
him and that he continued in service upto 31.07.1993 but 
the second party without complying the provisions of 
Section 25F of the ID Act terminated his services w.e.f. 

31.07.1993 though he had worked for more than 240 days in 
a given year right from 1985 to 1993. With these allegations 
he has prayed to declare his termination w.e.f. 31.07.1993 
being arbitrary, illegal and to restore him to his original 
position with consequential benefits like backwages, 
continuity of service etc. 

4. The Second party in its counter statement to the claim 
filed in CR No. 59/2000 contended that the first party had 
filed a Writ Petition No. 24909/93 on the file of Hon'ble 
High Court of Karnataka seeking regularization of his 
services and same came to be dismissed by order dated 
12.07.1996 and even the writ appeal preferred by him in 
Writ Appeal No. 161 /98 came to be dismissed as barred by 
time with observation that dismissal of the writ petition 
and writ appeal would not come in the way of approaching 
the concerned authority under ID Act if he is otherwise 
entitled for the relief under the provisions of the said act 
and then the first party raised the industrial dispute before 
the Regional Labour Commissioner (Central), Bangalore 
which ended in failure and then the Central Government 
made this reference. It is further contended that he who 
was engaged as a casual labourer had worked only for 90 
days in a span of one year during the years 1988 and 1992/ 

93 whose services were availed on need basis and having 
regard to the fact that he has not worked for 240 days or 
more in any particular year and his engagement was only 
for a specific period his case squarely fall under Section 
2(oo)(bb) of the ID act there being no renewal of contract 
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or employment it is an exception to retrenchment. It is also 
contended that while appointing candidates the company 
has to abide by various orders and guidelines issued by 
the Government of India from time to time regarding 
reservations etc. and the first party who had applied for 
the post of loader in the company was also interviewed 
along with other eligible candidates by duly constituted 
selection board and a merit list of selected candidates were 
drawn wherein 53 General, 27 SC, 02 ST and 2 Ex-servicemen 
were listed and the same was approved by the competent 
authority on 17.01.1992 and the panel was valid for 2 years 
upto 16.01.1994 and extended upto 31.03.1994 and so far 12 
candidates from the merit list are offered appointment and 
first party figured at Sl.No. 31 in the merit list and the said 
list has been lapsed. It is also contended that on account 
of absenteeism of regular employees beyond what is 
normally anticipated, casual/badlis who are available are 
engaged for that particular day/shift according to work 
requirements. Therefore, the first party cannot claim any 
right for appointment in the company since his appointment 
was for a special period and on need basis therefore Section 
25Fis not applicable to the facts of the case and the reference 
is liable to be rejected. Similarly the Second party filed 
counter statement to the claim filed in CR No. 60/2000 
contending that the first party filed a Writ Petition No. 
31455/93 on the file of Hon'ble High Court of Karnataka 
seeking regularization of his services and same when came 
to be dismissed by order dated 12.07.1996 he preferred writ 
appeal No. 1612/98 and that also Writ Appeal No. 1612/98 
camie to be dismissed as barred by time with observation 
that dismissal of the writ petition and writ appeal would 
not come in the way of approaching the concerned 
authority under ID Act if he is otherw ise entitled for the 
relief under the provisions of the said act and then the first 
party raised the industrial dispute before the Regional 
Labour Commissioner (Central), Bangalore which ended in 
failure and then the Central Government made this 
reference. It is further contended that he who was engaged 
as casual labourer had worked only for 90 days in a span of 
one year during the years 1988 and 1992/93 whose services 
were availed on need basis and having regard to the fact 
that he has not worked for 240 days or more in any particular 
year and his engagement was only for a specific period his 
case squarely fall under Section 2(oo)(bb) of the ID Act, 
there being no renewal of contract or employment there it 
is an exception to retrenchment. It is also contended that 
while appointing candidates the company has to abide by 
various orders and guidelines issued by the Government 
of Ifldia from time to time regarding reservations etc. and 
the first party who had applied for the post of loader in the 
company was also interviewed along with other eligible 
candidates by duly constituted selection board and a merit 
list of selected candidates were drawn wherein 53 General, 
27 SC, 02 ST and 2 Ex-servicemen were listed and the same 
was approved by the competent authority on 17,01.1992 
and the panel was valid for 2 years upto 16.01.1994 and 


extended upto 31.03.1994 and so far 12 candidates from the 
merit list are offered appointment and first party figured at 
Sl.No.30 in the merit list and the said list has been lapsed. It 
is also contended that on account of absenteeism of regular 
employees beyond what is normally anticipated, casual/ 
badlis who are available arc engaged for that particular 
day/shift according to work requirements. Therefore, the 
first party' cannot claim any right for appointment in the 
company since his appointment was for a special period 
and on need basis therefore Section 25F is not applicable 
to the facts of the case and the reference is liable to be 
rejected. 

5. When the matter was posted for evidence, on behalf 
of the second party while filling the affidavit of Assistant 
Manager (P) in the second party company, examining him 
on oath as MW1 two casual identity cards in respect of 
Mr. S.Suresh the first party in CR No.59/2000 as Ex.Ml; 
Xerox copy of the letter dated 28.2.2000 by Ministry of 
Labour to the station master and letter dated 9.12.1993 
showing the details of the number of days worked by the 
first party as Ex. M2 & M3 respectively. Similarly in CR 
No. 60/2000 as well the affidavit of the same officer was 
filed and examinintg him on oath as MW1 two casual 
identity cards in respect of the first party in CRNo. 60/2000 
as Ex. Ml; Xerox copy of the letter dated 28.2.2000 by 
Ministry of Labour to the station master and letter dated 
9.12.1993 showing the details of the number of days worked 
by the first party as Ex.M2 & M3 respectively. Inter alia in 
both the references the first party have filed their affidavits 
as WW1 subjected themselves for cross-examination 
without producing any documents. After adducing the 
evidence inspitc of grant of several adjournments for 
arguments neither the first parly workman nor their counsel 
appeared and addressed their arguments to substantiate 
their claim. Whereas the learned advocate appearing for 
the second party urged the first party workman in both the 
references were casual labourers there being no evidence 
they having worked 240 days in any of the calendar year, 
Section 25F of the Industrial dispute Act is not attracted as 
such discontinuing them to engage as casual labourer from 
31.07.1993 do not amount to illegal retrenchment as such 
the references are liable to the rejected. 

6. On appreciation of the pleadings, oral and 
documentary evidence brought on record in the light of 
the arguments addressed by the learned advocate 
appearing for the second party I have arrived at the 
conclusion the action of the management being justified 
for the following reasons: 

Reasons 

7. Since it has come in the evidence that a list of selected 
candidates was published on 17.01.1992 and the Serial 
number of these two workmen was 31 & 30 and out of them 
12 at the top appointed and as the list lapses after two 
years these two workmen could not reach the appointment, 
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this contention on the part of the second party is 
substantiated by documentary evidence produced which 
are not in dispute. As far as the claim of these two 
workmen that their services were terminated without 
complaying the provisions of Section 25F of the 
Industrial Dispute Act are merit-less because as per 
Section 25 F a workman employed in any industry and 
put in continous service of 240 days in a calendar year 
his services cannot be terminated without giving one 
month notice or one month wages in lieu of such notice 
and if the same is not complied with it would have seen 
illegal and would have been illegal and would have been 
taken as if there is no such order at all and resulted into 
reinstatement with backwages. But in the present case 
the workmen covered in both these references having 
failed to prove that they worked in any calendar year for 
a period of 240 days or more than 240 days, as rightly 
urged on behalf of the second party, Section 25F of the 
Industrial Dispute Act is not attracted in both these 
cases. Under the circumstances both these references 
are liable to be rejected. In the result I pass the following 
Award: 

AWARD 

Both the references (CR No. 59/2000 & 60/2000) are 
rejected holding that the management of Indian Airlines 
is justified in terminating the services of Shri S. Suresh, 
casual Labourer & Shri Munivenkatappa, Casual Helper 
from January, 1993 without considering them for the post 
of labourer and that they are not entitle for any relief. 

(Dictated to PA transcribed by her corrected and signed 
by me on 14-09-2012) 

S.N. NAVALGUND, Presiding Officer 
^ 22 2012 
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New Delhi, the 22nd October, 2012 

S.0.3406.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 198/2011) of the 
Central Government Industrial Tribunal-cum-Labour Court 
No. 1, New Delhi as shown in the Annexure, in the industrial 
dispute between the management of M/s. Jet Airways (I) 
Limited and their workmen, received by the Central 
Government on 22-10-2012. 

[No. L-l 10.12/15/2008-IRCCM-l)] 
AJEET KUMAR, Section Officer 

UZ)H 7 / 3-7 


ANNEXURE 

BEFORE DR. R.K. YADAV, PRESIDING OFFICER, 
CENTRAL GOVERNMENT INDUSTRIAL 
TRIBUANL NO.l, KARKARDOOMA COURTS 
COMPLEX, DELHI 

I.D. No. 198/2011 
Shri Vakil Das, 

C/oC-36A, 

Madhu Vihar 
New Delhi-110059 

.Claimant 

Versus 

The Manager-Human Resources 
Jet Airways (1) Limited, 

Huma Resources Department, 

Indira Gandhi Internal Airport, 

Terminal 1 B, New Delhi, 

New Delhi-II0037 

.Management 

AWARD 

Shri Vakil Das joined services with M/s. Jet Airways 
India Ltd. (in short the management) as Loader^cum-CIeaner 
on 08-01-1997. Due to certain domestic constraints, he 
tendered his resignation, which was accepted by the 
management on 28-05-2006. Subsequently, he raised a 
dispute before the Conciliation Officer, claiming that his 
services were terminated in an illegal manner. Since 
conciliation proceedings failed, the appropriate Government 
referred the dispute to Central Government Industrial 
Tribunal No. 2, New Delhi for adjudication vide order No. 
L-l I012/lS/2008-IR(CM-I), New Delhi dated 25-06-2008 with 
the following terms: 

“Whether the action of the management of Jet Airways 
(India) Limited, New Delhi in separating Shri Vakil Das, 
Loader-cum-Cleaner from the service with effect from 
15-10-2007 is justified and legal? To what relief is the 
concerned workman entitled to?” 

2. In his claim statement, the claimant pleads that he 
performed his duties to the best of his ability, honesty and 
to entire satisfaction of his superiors. Subscription towards 
ESI contribution was deducted from his salary but that 
facility was offered only for six months in 1998. Legal 
facilities, such as appointment letter, attendance card, pay 
slips, leaves overtime wages etc. were not made available 
to him. Upto year 2006, wages were credited to his bank 
account but no details of the wages, including overtime, 
was provided. Thereafter his salary was paid in cash. Due 
to his ailment in 1996, he remained under treatment and 
made a demand to the management to pay him subsistence 
allowance. His signatures were obtained on a few papers 
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and he was paid an amount towards his medical leave. On 
15-10-2007, his Identity Card was forcibly taken from him 
by the management and destroyed. Thereafter, he filed a 
written complaint with the police. He raised a demand for 
legal facilities, which annoyed his employer. His services 
were dispensed with on 15-10-2007 in an illegal manner. He 
claims reinstatement in service, with continuity and full 
back wages. 

3. The management resisted the claim, projecting that 
the claimant voluntarily resigned from the services on 
28*05-2006 due to certain personal reasons. Resignation 
letter and acceptance letter have been relied. It has been 
projected that a sum of Rs. 26611.00 was paid to the 
claimant towards full and final settlement of his dues on 
01-06-2006. After getting his terminal benefits, the claimant 
bade farewell to the management. It is claimed that the 
matter may be dismissed. 

4. Appropriate Government transferred the case to this 
Tribunal for adjudication vide order No. Z-22019/6/2007- 
IR(C-II) New Delhi dated 30-03-2011. 

5. In order to establish his claim, the claimant 
entered the witness box to testify facts. Shri Bharat 
Bhushan, Manager (HR), deposed facts on behalf of 
the management. 

6. During the course of adjudication, the parties reached 
an amicable settlement. The claimant detailed facts in that 
regard in his statement, which run as under: 

"I have settled my dispute with the management. Cheque 
No. 916863 drawn for a sum of Rs. 75,000.00 at Nariman 
Point branch, Mumbai of 1DBI Bank Ltd. has been 
tendered to me towards full and final settlement relating 
to may claim towards earned wages, leave wages, 
gratuity, bonus, notice pay, retrenchment compensation 
and my other claims, if any. It has been accepted by me. 
Now, no claim remains against the management. My 
dispute with the management stands settled. My 
grievances may be answered accordingly." 

7. In view of the above statement made by the claimant, 
it is apparent that dispute between the parties has been 
settled and there is no ncessity to proceed with adjudication 
process. In terms of facts detailed by the claimant, an award 
is accordingly passed. It be sent to the appropriate 
Government for publication. 

Dr. R.K. YADAV, Presiding Officer 

Dated: 26-09-2012 

22 2012 
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New Delhi, the 22nd October, 2012 

S.O.3407. — In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 239/2001) of the 
Central Government Industrial Tribunal-cum-Labour Court 
No. II, Dhanbad as shown in the Annexure, in the Industrial 
Dispute between the employers in relation to the 
management of M/s. BCCL and their workman, which was 
received by the Central Government on 22-10-2012. 

[No. L-20012/336/2001-IR(C-I)] 

AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (NO. 2) AT DHANBAD 

PRESENT 

Shri Kishori Ram, 

Presiding Officer 

In the matter of an Industrial Dispute under Section 
10( 1 Xd) of the I.D. Act, 1947. 

REFERENCE No. 239 of2001 

PARTIES : Employer in relation to the management of 
Western Jharia Area of M/s. B.C.C.L, and their workman. 

APPEARANCES : 

On behalf of the workman : Mr. Surendra Pd, Union 

Representative. 

On behalf of the management : Mr. U.K. Dubey, 

Rep. of the Management. 
State : Jharkhand Industry; Coal 

Dated, Dhanbad, the 30th August, 2012 

AWARD 

The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section (10(1) (d) 
of the I.D. Act., 1947 has referred the following dispute to 
this Tribunal for adjudication vide their Order No. L-20012/ 
336/2001-IR(C-I) dated 19-9-2001. 
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SCHEDULE 

“Whether the removal of Smt. Rohni Deswalin/Bhatni 

Deswalin from the service by the management of BCCL 

Western Jharia Area is legal and proper? If not, to what 

relief is the concerned workman entitled?”. 

2. The case of the sponsoring union concerned for 
workwoman Smt. Rohni Deswalin/Bhatni Deswalin is the 
concerned workwoman had been continuously working 
as a permanent Shale picker since her appointment at 
B hatdee Col liery on 17.10.1971. Thereafter she had been 
working as Female Security Guard having P.No. 613513 
and CMPF A/c No. D-12/163 on her promotion. Her 
employment was given after due verification of her 
genuinity ascertained by Police. She continued in 
employment with clear record of service peacefully and 
continuing for about 29-14 years. But she was suddently 
and to her aweful surprise removed from her service with 
immediate effect as per the letter No. WJA/BHD P.0.2000/ 
587 dt. 18.3.2000 under clause 28 ofthe Certified Standing 
Order of the BCCL Company on the ground of 
impersonating actual Rohni Deswalin through forgery for 
fradulent employment. Her removal letter also revealed 
that her removal from service was effected on the ground 
of the charges proved in the enquiry held against her in 
her knowledge and participation therein, and her 
fraudulent employment by impersonating aforesaid real 
Rohini Deswalin. But no enquiry was conducted in her 
presence nor about police verification against her nor its 
report received. The enquiry was quite against the 
principle of natural justice. Moreover, despite neither any 
body turned hereself as real Rohini Deswalin in pretty 
29 years of the workwoman nor was any report/letter or 
complaint of anybody else brought to her notice, the 
Management arbitrarily and illegally removed her from 
her long service contrary to the clause 28.0 ofthe Certified 
Standing Order or the Standing Order Clause 27. The 
workwoman was not convicted by a criminal Court for the 
said charges of fraudulent employment through 
impersonation. So her claim is for reinstatement with full 
back wages and other consequential benefits for her idle 
period w.e.f. 18.3.2000. 

3. Further in rejoinder, the sponsoring union for the 
workwoman with categorical denials has pleaded that the 
present dismissed workwoman was appointed afresh as 
per records maintained under Mines Act at Bhatdee 
Colliery following take over by the Government of India 
under Nationalisation Act, so the question of 
impersonation does not arise. Her continuous long service 
as per her Bonus and Attendance Register the CMPF or 
legal documentary evidences left no scope for any alleged 
personation or in any such complaint in lack of non¬ 
examination of Bhatni Deswalin or real Rohni Deswalin, 
Dismissed workwoman Rohani Deswalin after death of 
her husband remarried a Muslim by adopting another 
name Aisha Bibi as per Constitutional Law of People. 


Unless real Rohni Deswalin appears, the elimination is 
not possible between Rohni and Bhatni. The police report 
without appearance and signature/LTI of Rohni Deswalin 
statement of Kali, Pama and Jauki has no legal value. The 
action of the O.P. Management is victimisation, false 
implication based on concoction and colourable exercise 
of employer, right to utter disregard to the principles of 
natural justice. 

4. Whereas categorically denying the allegation ofthe 
Union, in a challenge to the maintainability of the 
Reference/Industrial Dispute as vague and no locus standi 
of the sponsoring Union to do so, as the lady workman 
was never a member of the Union, the case ofthe O.P7 
Management is that the dispute, a stale one, raised after 
many years of cause of action cannot be legal the subject 
matter of reference under Sec. 10 ofthe Industrial Dispute 
Act. One Smt. Bhatni Deswalin w/o Pama Deswalin 
entered into employment in the name of Smt. Rohni 
Deswalin W/o Kali Deswalin as Security Guard at Bhatdih 
Colliery. The enquiry into the complaint of impersonation 
as Rohni Deswalin was held to the knowledge of the 
concerned person, who also participated and confessed 
that her actual name was Aisha Bibi, and that she was 
Smt. Bhatni Deswalin W/o Pama Deswalin, and was 
working in the name of Rohni Deshwalin W/o. Kali 
Deswalin. In the writ petition before the Hon’bie High 
Court, Ranchi Bench, Ranchi, she represented hereself as 
Rohni Deswalin @ Aisha Bibi. These facts establish her 
as an imposter working with false declaration of Identity 
and parcentage etc. The District Authority also enquired 
into it, and confirmed that the lady was working as Rohni 
Deswalin W/o Kali Deswalin by impersonating, and her 
real name was Aisha Bibi/Bhatni Deswalin. Therefore she 
was removed from the services of the Company with the 
approval of the Competent Authority as per order dt. 

18.3.2000, as the approved act of impersonation by her is 
not to be taken sightly in legal aspect. So she is not 
entitled to reinstatement in service or to any back wages. 
The concealment of appointment terms terminates the 
services in accordance the law accordingly and the 
management legally acted in accordance with the 
principles of natural justice as well. The very name ofthe 
person of two community, i.e. Aisha Bibi as 
Mohamanedam and Bhatni/Rohni Deswalin as Hindu can 
not be treated as alia one. 

5. The further case of the Management in its rejoinder is 
that the BCCL was then not formed even on the alleged 
dated 16/ 17th Oct, 1971 ofthe take-over ofthe collieries 
by the Central Government. The question of promotion 
does not arise, as its date was informally withheld. She 
never brought to the notice of the Management her being 
as Aisha Bibi. The removal of the lady impersonating by 
the Management without any notice was quite legal, 
justified and unarbitrary, as no such notice is required in 
this case. 
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FINDING WITH REASONING 

6. In this case, on consideration of the statements of 
MW 1 Sekhar Sood, Sr. Manager (Personnel) MW 2 Molay 
Kumar Chandra, Sr. Manager (Industrial Engineer), MW3 
Hulash Baitha, the clerk (Spl. Grade) MW4 Akhilesh Kumar 
Chand, the Clerk, and MW5 Rathi Devi Security Guard for 
the management and WW1 Rohni Deswalin (w/o Sri Numu 
Shah), the lady workman herself and WW2 Nunu Shah, 
for the Union at the preliminary point about the fairness of 
the domestic enquiry the Tribunal held the enquiry as quite 
fair, proper and in accordance with the Law as per order dt. 
28*02.2012. Hence, it came up for final argument on merit. 

7. Mr Surendra Prasad, the Learned Union 
Representative for workwoman Rohini Deshwalin/Bhatni 
Deswalin submits that she continuously served for about 
29+Y2 years since her appointment firstly as Shale Picker 
on 17.10.1971, and thereafter but she illegally removed from 
the service as per letter dt. 18.3.2000 on the allegation of 
impersonation of Rohini Deshwalin W/o Kali Dcshwalin 
without proper enquiry by the management, so she is 
entitled to full back wages and consequential benefits. He 
relied upon the four but filed three case laws as under: 

“Since the petitioner continued on the post for more 
than nine years, equity demands that his services could 
not have been terminated on the ground that his 
appointment was not made after observing the provision 
of Articles 14 and 16 of the Constitution [2000(2) PUR 
627(SB), Abhay Kr. Pandey Vs. State of Bihar-para 5]; 
that ‘termination of petitioners’ service having been 
declared illegal and arbitrary, he cannot be denied 
benefits of wages for the period during which he was 
not allowed to join duty principle of ‘no work no pay’ 
would not apply to such cases [2010(3) JLJR 335(SB), 
Anil Kr. Singh V. Union of India-para 7& 8]; and that 

Lastly it has been submitted by the Union 
Representative that Inordinate delay in issuance of charge 
Memo vitiates disciplinary proceeding, delinquent should 
noli be made to suffer for mistake committed by Department 
[2005 4AB.I.C. 4332 (SC)(DB) P.V. Mahadevan Vs. M.D. 
Tamil Nadu Housing Board]. 

8. Whereas Mr. U.K. Dubey, the Senior Manager (Pers) 
as the Representative for the Management submits that it 
is the admission of the present workman alleged Rohni 
Deswalin that the Form B Register mentions Kali Deshwalin 
as the husband of Rohni Deswalin (Ext. M. 3/1); and she 
had not stated in her statement (Ext. M. 3) in course of 
enquiry that Kali Deswalin was her husband whom or Akloo 
Deswalin son of Rohni Deswalin she did not know and she 
ha& not discharged the onus of proof about her identity of 
being Rohini Deswalin wife of Kali Deswalin, she has 
accepted that her former husband Pama Deshwalin died 
so She married to Nunu Sah (WW2), a muslim in the year 


1978 or 1980; since the management found it on the 
verification report of the Supdt. of Police concerned that 
the present lady workman is actually Bhatni Deswalin W/o 
Pama Deshwalin who was working by impersonating 
Rohini Deshwalin at Bhatdee Colliery; as such as the 
provision under clause 28 of the Certified Standing Order, 
the Chairman-cum-Managing Director of the Company after 
being satisfied with aforesaid reason removed the present 
workman from the service of the Company in the interest of 
security; and accordingly the Competent Authority 
accorded her removal from her services impersonating 
Rohni Deswalin W/o Kali Deswalin which was 
communicated to her of her removal from the service w.e.f. 

18.03.2000 as per the letter dated same of the Project Officer 
concerned (Ext. W. 1); so the action of the management in 
removal of the present workwoman from the service was 
quite legal and justified. 

9. After hearing the arguments of both the 
representatives of the parties concerned and on the scrutiny 
of the materials available on the case record, I find that 
none of the aforesaid case laws holds good with the present 
factum ofthe reference, moreover, the Union Representative 
has neither pleading nor proved any fact of inordinate delay 
in the department enquiry against the present workwoman. 
The case of the Union has not merit at all. Since this is 
purely a case of fradulent employment by the present 
workwoman Bhatni Deswalin through impersonation of real 
workwoman Rohini Deswalin W/o Kali Deswalin, so 
removal ofthe present workwoman Smt. Rohini Deswalin/ 
Bhatni Deswalin from the service by the management of 
M/s. B.C.C.L., Western Jharia Area is held to be quite legal 
and proper. The workman/(workwoman) concerned is not 
entitled to relief. Thus the reference is responded. Let the 
copy of the Award be sent to the Ministry, for Labour & 
Employment, Government of India for information and 
needful. 

KISHORI RAM, Presiding Officer 
22 2012 
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[R. ' 774 - 200 12/201/2001 -arri STR. ( 7ft-1) ] 

3TJMFF 3lf^“h|<| 

New Delhi, the 22nd October, 2012 

S.0.3408. —In pursuance of Section 17 ofthe Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 206/2001) of the 
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Central, Government Industrial Tribunal-cum-Labour Court, 
No. II Dhanbad as shown in the Annexure in the Industrial 
dispute between the employers in relation to the 
management of M/s. BCCL and their workman, which was 
received by the Central Government on 22-10-2012. 

[No. L-20012/201/2001-IR(C*I)] 
AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (NO. 2) AT DHANBAD 

PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(l)(d)oftheI.D.Act., 1947 

REFERENCE NO. 206 OF2001 

PARTIES: Employer in relation to the management of 
Govindpur Area No. Ill of M/s. BCCL and their workmen 

APPEARANCES: 

On behalf of the workman: Mr. N.G. Arun, Rep. of 
workman 

On behalf of the employer: Mr. D.K. Verma, Ld. Adv. 
State: Jharkhand Industry: Coal 

Dated, Dhanbad, the 29th August, 2012 

AWARD 

The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section 10( 1 Xd) of 
the I.D. Act., 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/201/ 
2001-IR(C-I) dated 11-7-2001. 

SCHEDULE 

“Whether the demand from the management of 
Govindpur Area No. Ill of M/s. BCCL for regularisation 
of Taleb Ansari as Magazine Clerk is legal and justified? 

If so, what relief the workman concerned is entitled to?” 

2. Neither Union Representative N.G. Arun nor the 
workman Taleb Ansari appeared nor any witness for the 
evidence of the workman produced despite ample 
opportunity since 04-11-2005 pending for evidence of the 
workman for which several Regd. notices lately dtd. 

8-11-2010,18-2-2011,28-3-2011 and lastly29-11-2011 were 
issued to the Union concerned on its address noted in 
the Reference, yet not a single witness for the evidence 
of the workman produced on behalf of the Union 
concerned. Mr. D.K. Verma, the Ld. Advocate for the 
Management is present. 

V2)<4 GlfaS 


Perused the case record. It stands clear that the case 
has been pending for the evidence of the workman in this 
Reference related to his regularisation as Magazine Clerk 
for the last seven years. Despite several Regd. notices and 
ample opportunity for it, not a single witness for the 
evidence of the workman produced. The very conduct of 
the Union Representative as well as that of the workman in 
this case shows their disinterestedness to pursue it. 

Under these circumstances, proceeding with the case 
for uncertainity is unwarranted. Hence, the case is closed 
and accordingly an order is passed as non existant Industrial 
Dispute now. 

KISHORI RAM, Presiding Officer 
22 2012 

^>!.3fl. 3409.—3iUPl<n fqqic; 1947 ( 1947 ^7 

14) *TOT 17 4 R«bK 

^ Jto-s Pt4l^t=hi afa <+4+iff ^ 3Tg<for*f RPfr*: 

^ (an £sl «’ohi 68/2002) 9 1 fvid <dl t 

22-10-2012 ^tRTRT§3TT ril I 

[4 ^-20012/120/2002-3m'.3TR(7fM)] 

sNto apptm affirenfl 

New Delhi, the 22nd October, 2012 

S.0.3409.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947) the Central Government 
hereby publishes the Award (Ref. No. 68/2002) of the 
Central Government Industrial-cum-Labour Court, No. II, 
Dhanbad as shown in the Annexure in the Industrial dispute 
between the employers in relation to the management of 
M/s. BCCL and their workman, which was received by the 
Central Government on 22-10-2012. 

[No. L-20012/120/2002-lR(C-I)] 

AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (NO. 2) AT DH ANBAD 

PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10( 1 Xd) of the I .D. Act., 1947 

REFERENCE NO. 68 OF2002 

PARTIES : Employer in relation to the management of 
Katras Area of M/s. BCCL and their workmen 
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APPEARANCES: 

On behalf of the workman: Mr. N.G. Arun, Rep, of 
workman. 

On behalf of the employer: Mr. U.N. Lai, Ld. Advocate 
State: Jharkhand Industry : Coal 

Dated, Dhanbad, the 5th Sept., 2012 

AWARD 


New Delhi, the 22nd October, 2012 

S.0.3410.-—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947) the Central Government 
hereby publishes the Award (Ref. No. 102/2005) of the 
Central Government Industrial Tribunal-cum-Labour Court, 
No. II, Dhanbad as shown in the Annexure in the Industrial 
dispute between the employers in relation to the 
management of M/s. BCCL and their workman, which was 
received by the Central Government on 22-10-2012. 


The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section 10(l)(d) of 
the I.D. Act, 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/120/ 
2002-IR(C-I) dated 26-7-2002. 

SCHEDULE 

“Whether the action ofthe management of BCCL, Katras 
Project Area in not giving employment to Shri Etwa Lohar 
S/o Late Shankar Lohar on attaing the age of majority 
and not paying monetary compensation prior to that 
since the date of death of the workman is justified? If 
not to what relief is the concerned dependant of 
Shri Etwa Lohar entitled?”. 

2. Mr. N.G Arun, the Union Representative and Mr. U.N. 
Lai, the Learned Advocate for the Management are present. 
Petitioner Etwa Lohar is not present for his evidence despite 
latest three Regd. notices to the Union concerned for it. 
The Union Representative has expressed no contact with 
the petitioner till now. The present Reference relates to an 
issue of employment of the petitioner as the son of Late 
Shankar Lohar on being his majority in age and for monetary 
compensation. 

The perusal of the case record reveals the fact that the 
case has all along been pending for the evidence of the 
workman/petitioner since 13-09-2011, but the conduct of 
the petitioner appears to be not responsive to his cause, 

1. e., the unwilling to pursue the case. This is the oldest 
case of 2002. Hence, the case is closed and accordingly it 
is passed an order of no dispute now. 

KISHOR1 RAM, Presiding Officer 
2012 

bb.bt. 3410.— BfafBBR 1947 (1947 bit 
14) B?t qrct 17 ^ 3 Bl^fa BTBIR B^Bb^cT ^ 

TBjBcTBBT BBIS Bfc/SBBl <*4+111’ ■SERB'S 

IhRm afratffpF fBMK 3 bw P 1 =t> BfBBTBBB 0 

2, RBBIB, ^(Blf^TBt§4T 102/2005) Bit «<4ilRrd <+Kdl 

t, ^ ^^1 B^RT^t 22-10-2012 31P<T 13B an I 

[B. TTR- 20012/32/2005 BTf BR(#-I)] 
BBtB BRITT, BjJNFT BfaBITTt 


[No. L-20012/32/2005-IR(C-l)] 
AJEET KUMAR, Section Officer 
ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (No. 2) AT DHANBAD 

PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10( 1 )(d) of the 1. D. Act, 1947. 

REFERENCE No. 102 of2005 

PARTIES : Employer in relation to the management of 
Ghanoodih Colliery, Bastacolla Area of M/s. BCCL and 
their workman. 

APPEARANCES: 

On the behalf of the workman: None 
On behalf ofthe Management: Mr. U.N. Lai, Ld., Advocate 
State: Jharkhand Industry : Coal 

AWARD 

The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section 10( 1 )(d) of 
the l.D. Act, 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/32/ 
05/IR (C-I) dated 03-12-2005. 

SCHEDULE 

“Whether the action ofthe management of Ghanoodih 
Colliery of M/s. BCCL in fixing the pay of Sri Tej Pd. 
Nepali in the initial basic of Gr. H without protecting his 
previous pay at the time of his regularization from General 
Amador Category to Peon in Grade H is justified? If not, 
to what relief is the concerned workman entitled?” 

2. None appeared for the Union/workman Tej Pd. Nepali 
nor any witness for the evidence of the workman produced 
despite last chance. Mr. U.N. Lai, the Learned Advocate 
for the Management is present. 

On perusal of the case record, it stands clear that the 
case has been pending for the evidence of the workman 
since 8-12-2011 for which ample opportunities were 
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given and several Reg. notices issued to the Union 
concerned. The very conduct of the Union Representative 
and the workman shows their unwillingness to pursue the 
case related to his pay fixation without protection of his 
previous pay. Under the circumstances, the case is closed 
due to disinterestedness of the Union Representative as 
well as the workman. In result, an order is passed as non¬ 
existent of the Industrial Dispute. 

KISHORI RAM, Presiding Officer 

fccnl, 22 31 «kj«h, 2012 

^T.sn. 3411.—1947 (1947 ^>r 

14) ctf m 

wrefa '&($ «h4«hi<f 4 sqsfa ft 

WR 4 ( 3 ^ 4 WIT 68/2007 ) 4 I Rfl'd <6 hfl 14 

22-10-2012 4W<TJ3tT «n I 

[R. R?T. -20012/110/2007-3tTi 3TR. (4t-I)] 
■3T3ftcf «t}*(K, arfilehlO 

New Delhi, the 22nd October, 2012 

S.0. 3411 .—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 68/2007) of the Central 
Government Industrial Tribunal-cum-Labour Court No. II, 
Dhanbad as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
M/s. BCCL and their workman, which was received by the 
Central Government on 22.10.2012 

(No. L-20012/110/2007-IR(C-I)] 
AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL 

TRIBUNAL(NO. 2), AT DHANBAD 
PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(l)(d)oftheI.D. Act., 1947. 

REFERENCE NO. 68 OF 2007 

PARTIES : Employer in relation to the management of 
Sijua Area of M/s BCCL and their workman. 

APPEARANCES: 

On behalf of the workman: None 

On behalf of the employer: None 

State: Jharkhand Industry: Coal 


Dated, Dhanbad, the 19th Sept., 2012. 

AWARD 

The Government of India, Ministry of Labour in exercise 
of the powers conferred on them under Section 10(1 )(d) of 
the I.D. Act. 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/110/ 
2007-IR(CM-I) dated 12-11-2007. 

SCHEDULE 

"Whether the action of the Management of Sendra 
Bansjora Colliery of M/s BCCL in dismissing the services 
of Shri Baldeo Bhuia, M/Loader, w.e.f. 16.11.2002 is 
justified and legal? If not, to what relief is the concerned 
workman entitled?" 

2. None of the parties appeared nor any written statement 
filed on behalf on Union Representative of Dalit Mazdoor 
Sangh, Lai Dhora, Malkera, Dhanbad for the workman 
Baldeo Bhuia (M/Loader) despite several opportunities for 
it, for which Registered notices dt. 6-6-2008, 9-12-2010, 
26-5-2011,13-12-2011 and 18-06-2012 were issued. 

From the persual of the case record, I find the Union 
Represntative or any Representative for the Management 
never appeared right from the begining, i.e., since 
19-03-2008. the very conduct ofthe Union Representative 
as well as that of the workman shows the fact of their 
unwillingness in pursuing the case. Under these 
circumstances, the case is closed and it is passed an order 
that no industrial dispute exists. 

KISHORI RAM, Presiding Officer 
f^rft22 2012 

^iT.311.3412.—afhdtfw srfafwi, 1947 (1947'4>T 

14) 4 RRT 17 4 3 44*1 TF3TTC 4 

^ f'PfpSRff 3flT if 

sfNtftRT ■£} cfrisriT Tri/FR sfflfrfZW) 3TfsrarnJT 4. 

2, 4 RRTZ ( 4 WIT 176/2001) 4 wiftra % 4 

22-10-2012 *IT I 

[7T. W-20012/79/200 l-31Tf3TR (4-1)] 

3i4?r 3 P|rft atfhprfr 

New Delhi, the 22nd October, 2012 

S.O. 3412. —In pursuance of Section 17 ofthe Industrial 
Dispute Act, 1947, (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 176/2001) of the 
Central Government Industrial Tribunal-cum-Court No. II, 
Dhanbad as shown in the Annexure in the Industrial 
dispute between the employers in relation to the 
management of M/s. BCCL and their workman, which was 
received by the Central Government on 22/10/2012. 

[No. L- 20012 / 79 / 2001 - 1 R(C- 1 )] 

AJEET KUMAR, Section Officer 
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ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL 

TRIBUNAL (NO. 2), AT DHANBAD. 

PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(1 )(d) of the I.D. Act, 1947. 

REFERENCE NO. 176 OF 2001 

PARTIES: Employer in relation to the management 

of Chanch Victoria Area of M/s BCCL and their workman. 

APPEARANCES: 

On behalf of the workman : None 
On behalf of the employer : Mr. B.N. Pd., Ld. Advocate 
State: Jharkhand Industry : Coal 

Dated, Dhanbad, the 13th Sept., 2012. 

AWARD 

The Government of India, Ministry of Labour in exercise 
of the powers conferred on them under Section 10( 1 )(d) of 
the LD. Act. 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/79/ 
2001-C-I dated 22.5.2001. 

SCHEDULE 

''Whether the action of thge management of C.V. Area 
of M/s BCCL in denying regularisation of Shri Chandan 
Singh as Asstt. Loading Inspector w.e.f. 1992 is fair and 
justified? If not, to what relief is the concerned workman 
entitled ? 

2. None of the parties appeared nor the MW produced 
on behalf of the Management despite ample opportunity 
since 25,08.2006. 

Perused the case record. It relates to denial of 
regularization of Shri Chandan Singh as Asstt. Loading 
Inspector since 1992. But the evidence of the workman 
was already closed as per order dt. 18.05.2006, as Mr. N. G. 
Arun, the Union Representative for the workman failed to 
produce any witness for the evidence of the workman 
despite ample opportunity for it since 29.4.2004. If the 
liability of the Union Representative is not properly 
discharged in the production of any witness for the 
workman in order to prove the schedule issue of the 
Reference, there is no need to examine any Management 
Witness at this issue. Under these circumstances, the case 
is closed. In result, an order of no dispute is passed 
accordingly. 

KISHORI RAM, Presiding Officer 


22 2012 

^.3TT. 3413—3MPi* 1947 (1947 ^BT 

14) 17 ^ 3Eprr°T Ff TTf TTt 

2, 8/2006) ^ % 
22-10-2012 ^Tt 3ITO «TT I 

[U RcT '20012/167/2005-3 ?t£3TR. (#-I)] 

^RTC, arfwft 

New Delhi, the 22nd October, 2012 

S.O. 3413.' —In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref No. 8/2006) of the Central 
Government Industrial Tribunal-cum-Labour Court No. II, 
Dhanbad as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
M/s BCCL and their workman, which was received by the 
Central Government on 22.10.2012 

[No L-20012/167/2005-IR (C-I)] 
AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (NO. 2) AT DHANBAD. 

PRESENT 

Shri Kishori Ram, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(l)(d) of the I.D. Act., 1947. 

REFERENCE NO. 08 of 2006. 

PARTIES: Employer in relation to the management of 
Sijua Area of M/s BCCl, and their workman. 

APPEARANCES: 

On behalf of the workman: Mr. K.N. Singh, Ld. Adv.; 
On behalf of the Management: Mr. D.K. Verma, Ld. Adv; 
State: Jharkhand Industry: Coal 

Dated, Dhanbad, the 24th Sept. 2012 

AWARD 

The Government of India, M in istry of Labour, in exercise 
of the powers conferred on them under Section i0(l)(d) of 
the I.D. Act., 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/ 
167/2005-IR(C-I) dated 12-01-2006. 

SCHEDULE 

“Whether the demand of the Janta Mazdoor Sangh from 
the management of BCCL that Sh. Chhota Habib Mian, 


'"1 


I I 1 "' 1 ... . 

I ! : i 


r«wM-g°*3(ii)i 


^TTir^T : iq^ 17, 2012/qnfa37 26, 1934 


8193 


M/Loader be regularized as Trammer is justified? If so, 
to what relief is the workman entitled and from what 
date?” 

2. Mr. K.N. Singh, the Union Representative for 
workman Chhota Habib Mian, is present, but the workman 
did not appear for his evidence, because the workman is 
not interested in the case as submitted by Mr. Singh. Mr. 
D.K. Verma, the Learned Advocate for the Management is 
present. 

From the perusal of the case record, I find that the case 
has been pending for the evidence of the workman since 
2.4.2012 for which Regd. notices dt. 3.4.2012 and 03.08.2012 
were issued to the Vice President of the Union concerned 
on its address noted in the Reference for it. But despite the 
ample opportunities and last chance for the evidence of 
the workman, not a single witness produced on behalf of 
the workman. This is a case of the demand of the Union for 
the regularization of the workman as Trammer, but the 
conduct of the workman indicates his unwillingness or 
disinterestedness to pursue his case. Hence the case is 
closed; and accordingly it is passed an award of no 
industrial dispute. 

KISHORI RAM, Presiding Officer 
^ ferfl, 22 2012 

3 n. 34 i 4 .—afaftPi* frRfR srfMPm 1947 (1947 

14) *JRT 17 * # trer ^ 

^ tiq* f'Pft'TOf 3jfa di«t> 'r>4'f>i<[ 'if 

f-lRV sMfrRT if 3ft«ilPl4> 37fl?^TUI 4. 

2, VRR ^ Vtt ( 311^ TOU 7/2011) ^ y+ll>ld «Mdl t 
22-10-2012 W<T$3IT «n | 

p3. T^.-20012/12/2010-3?1^.31R. (#TT*f-l)] 

srsfa srpm 

New Delhi, the 22nd October, 2012 

S.0.3414.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (RefNo. 7/2011) of the Central 
Government Industrial Tribunal-cum-Labour Court No. II, 
Dhanbad as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
M/s. BCCL and their workman, received by the Central 
Government on 22.10.2012 

[No. L-20012/12/2010-IR (CM-I)] 

A JEET KUMAR, Section Officer 

1)2 Ilf GlllZ-Cf 


ANNEXURE 

BEFORE THE CENTRA^ GOVERNMENT , 
INDUSTRIAL TRIBUNAL (N|0.2) AT DHANBAD 

} ? 

PRESENT 

SHRI KISHORI RAM, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(l)(d) ofthe I.D, Act, 1947 

REFERENCE NO. 07 OF 2011 

PARTIES: Employer ip relation to the management of 
Lodna Area of M/s. BCCL and their workman 

APPEARANCES: 

On behal f of the workman : None 

On behalf of the Management: Mr S.N. Ghosh, Ld. 
i Adv. 

State: Jharkhand Industry: Coal 

Dated, Dhanbad, the 05 th Sept, 2012 

AWARD 

The Government of India, Ministry of Labour in exercise 
ofthe powers conferred on them under Section 10(1 )(d) of 
the LD. Act, 1947 has referred the following dispute to this 
Tribunal for adjudication vide their Order No. L-20012/12/ 

10-IR (CM-I) dt. 18-02-2011. 

SCHEDULE 

"Whether the action ofthe management of Lodna Coke 
Plant of M/s. BCCL is not regularizing Sri Aij un Dusadh 
as Security Guard, though he fulfills all the critieria for 
regularisation as Security Guard, is fair and justified? 
To what reliefthe concerned workman is entitled.? 

2. None appeared for the Union nor workman Aijun 
Dusadh appeared nor any written statement filed on behalf 
of the Union for the workman despite five Registered 
notices issued to the Union on its address as noted in the 
Reference. But Mr. S.N. Ghosh the Learned Advocate for 
the Management is present. 

Pursued the case record. The present case as referred 
for adjudication relates to an issue for regularisation of 
workman Arjun Dusadh as Security Guard. It is also clear 
that the case has been abinitio pending for filling written 
statement on behalf of the Union for the workman or for 
the appearance for the Union concerned. Despite ample 
opportunity since 20.05.2011 for appearance as well as for 
filing W.S. ofthe workman. No written statement till now 
filed on behalf ofthe Union Representative or the workman. 
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It appears that the Union concerned or the workman is not 
willing to pursue the case for finality. Hence, the case is 
closed and accordingly it is passed an order of no dispute 
now, ' 

, KISHOR1 RAM, Presiding Officer 

22 2012 

«fi.3n.34i5—arfafwr 1947 (1947 
14) qRT 17 SPIRIT ff 7K4>K ^ Rf Rt ^ ^ 

^ rr^; Ph 41 >4 =hl’ 3ik 4 , 4 ^ k! ^ snjw 3 

iftslp w facJT? 4 R74TR 3Tffi^rpJ| 4. 

2 , iiw? ^ w (^ #u 9 / 2006 ) ^ Ti^if?ra ^ t 

t3it ^ 22-10-2012 ^ W130 STTI 

[4.0^1.-20012/166/2005-30^ o 307° (70-1)] 
3T3fTcT ^FTHR, STJOFT 3lfq0iRt 

New Delhi, the 22nd October. 2012 

S.O.3415. —In pursuance of Section 17 ofthe Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref No. 9/2006) ofthe Central 
Government Industrial Tribunal/Labour Court No. II, 
Dhanbad as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
M/s BCCL and their workman, which was received by the 
Central Government on 22-10-2012 

[No. L-2012/166/12/2005-IR (C-I)] 

AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (NO. 2) AT DHANBAD 

PRESENT 

SHRIKISHOR1 RAM, Presiding Officer 

In the matter of an Industrial Dispute under Section 
10(l)(d) ofthe I.D. Act., 1947 

REFERENCE NO. 09 OF 2006 

PARTIES : Employer in relation to the management of 
Sijiia Area of M/s. BCCL and their workman 

APPEARANCES: 

On behalf of the workman: Mr. K.N. Singh, Union Rep.; 
On behalf of the Management: Mr. D.K. Verma, the Ld. Adv. 
State: Jharkhad Industry-: Coal 

Dated, Dhanbad, the 24th Sept., 2012 

AWARD 

l*he Government of India, Ministry of Labour in exercise 
of tjie powers conferred on them under Section 10( 1 )(d) of 
the I.D. Act., 1947 has referred the following dispute to this 


Tribunal for adjudication vide their Order No. L-20012/166/ 
2005-IR(C-I)dt. 12-01-2006. 

SCHEDULE 

“Whether the demand of the Janta Mazdoor Sangh from 
the management of BCCL that Sh. Ismail Mia, M/Loader 
be regularized as Trammer is justified? If so, to what 
relief is the workman entitled and from what date?”. 

2. Mr. K.N. Singh, the Union Representative for the 
workman Ismail Mia is present but the workman did not 
appear for his evidence. Mr. Singh submits for the closure 
of the case, because of the fact that the workman is not 
interested in it, Mr. D.K. Verma, the Ld. Adv. for the 
Management is present. 

The perusal of the case record reveals that the case has 
been pending since 02.04.2012 for the evidence of the workman, 
for which sufficient opportun ities as well as the Regd. notices 
and last chance for it were given. Even then not a single 
witness for the evidence ofthe workman has been produced. 
The conduct of the workman shows the facts that he is not at 
all interested in pursuing the case of his regularisation. 
Therefore, the case is closed and accordingly an award of no 
longer industrial dispute is passed. 

KISHOR1 RAM, Presiding Officer 
22 3PERJ5R 2012 

Rtr. sir. 3416 .— 3 rf 4 Tm; 1947 (1947 

14 ) frRT 173EJRRJT fj, TOR fe^T ^ WItfa 

oft R®T3 Pi 4)'314)1 3ffr ■Si'h =h44)Kl’ ^ 414, PlP^ 

3fla1Pl4> 3 RRER 3Mfwt 3#74RVT R. 2, 
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New Delhi, the 22nd October, 2012 

S.O. 3416.—In pursuance of Section 17ofthe Industrial 
Disputes Act, 1947 (14 of 1947) the Central Government 
hereby publishes the Award (Ref No 119/2003) of the 
Central Government industrial Tribunal-Cum-Labour Court 
No. II, Dhanbad as shown in the Annexure in the Industrial 
Dispute between the employers in relatlion to the 
management of M/s. TISCO and their workman, which was 
received by the Central Government on 22.10.2012. 

[No. L-20012/134/2003-IR(C-I)] 
AJEET KUMAR, Section Officer 
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ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL(NO. 2) DHANBAD AT 
DHANBAD. 

PRESENT 

SHR1 KISHOR1 RAM, Presiding Officer. 

In the matter of an Industrial Dispute under Section 
10(1) (d) of the I.D, Act., 1947. 

REFERENCE No. 119of 2003 

PARTIES: Employer in relation to the management of 
Jamadoba Colliery of M/s. Tisco and their workman. 

APPEARANCES; 

On behalf of the workman : Mr. C. Prasad, Ld. Advocate 
On behalf of the employer: Mr. D.K. Veima, Ld. Advocate 
State: Jharkhand Industry : Coal 

Dated, Dhanbad, the 30th August, 2012 

AWARD 

The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section 10(1) (d) of 
the l.D. Act., 1947 has referred the following dispute to this 
Tribunal for adjudication vide their OrderNo. L-20012/134/ 
2003 -IR(C-I) dated 10-11-2003. 

SCHEDULE 

"KYA Rashtriya Mazdoor Union Ki TISCO Jamadoba 
Colliery Ke Prabandhtantra se mang ke sri Gulab Prasad 
suputra solai ko unukampa aadhar par Niyukti dee jaya 
uchit evam nyayasangat hai Yadi han to Aabedak kis 
rahat ke patra hai?.” 

2. The case of petitioner Gulab Prasad son of Sri Solaee 
as sponsored by the Union M.U. Hirapur, Telipara, Dhanbad 
is that his father having his C.M.P.F. No. C/158/779 and 
Personal No. 214080 had unblemished record of service at 
Digwadih Colliery where he got injury during his working 
hour in the Mine, where he was sent and admitted to Tata 
Central Hospital on23.12.1999 at 09.50p.m. but on26.12.1999 
at 03.10. a.m., he died of the cardio respiratory failure due 
to cerebrovasoular accident. His legal heir wife Smt. Jota 
Devi had applied for the employment of her son Gulab 
Prasad (the petitioner) on compassionate ground, as she 
was too unable to work in the Colliery for her chronic 
decease and old age. But the management neither provided 
a job nor replied to her letter. The petitioner also approached 
the management for a job in place of his deceased father. 
The Union raised the Industrial Dispute No. 1/101/2002- 
E.5 before the ALC(C) for conciliation in which firstly the 


management displaced its calousness as per its letter Dt. 
Oct. 22/23,2002 its inability to furnish its detailed comments 
for unfumishing of the workmen’s Particulars by the Union. 
After long pursuance, the management as per it^Ietter dt. 
March 24/25,2003 represented th# the TISCO being not a 
signatory to the N.C. W. A. VI is not bound by its provision, 
though it is following its own employment procedure, 
according to which an employee Dependant Register of an 
employee is kept for consideration for employment in case 
of vacancy and requirement, provided that the guardian 
employee has completed more than 30 (thirty) years of his 
service; as per its Employment procedure, an employee 
becomes eligible for enrolment of his dependant’s name in 
the Employees Dependant Register after completion of 15 
years of service. 

3. Further case of the Union is that the Management 
has no cogent explanation for its being not signatory to 
the NCWA-VI despite its being in the Committee 
concerned and the participation of its representative therein 
nor any Certified Standing Order of the Company filed in 
its behalf. The Management has utterly violated the 
provisions of the Industrial Dispute Act, 1947, the 
Workmen's Compensation Act by not informing to the 
Commissioner concerned about the grave injury and death 
of the workman, and those of the Mines Act 1952 and its 
Rules 1955 by not informing of the workman’s death to the 
Chief Inspector of the Mines (DGMS), Dhanbad, to deprive 
his legal heirs of their reliefs. The wife of the workman has 
also filed a gratuity case No. 36 (89)2003 under the payment 
of Gratuity Act against the Management before the ALC(C) 
and Controlling Authority for non payment of Gratuity. 
The workman was the sole earning member of his family 
consisting of wife, four sons and daughters allon the verge 
of starvation. Though the Social Security under its clause 
9.5.0. lays down for the settlement of the matter of bipartite 
level, the Management as adamant to not seating with any 
Registered Union except the Recognised Union : Rastriya 
Colliery Mazdoor Sangh (RCMS), which functions as a 
pocket union of the Management. The Management has 
victimised the legal heir and representative of the deceased 
workman, malafide acted against the principle of natural 
justice. 

4. Categorically denying the allegations of the 
Management, the Union has pleaded in its rejoinder that 
certainly the benefits out of the death of workman Solai in 
his service under the Management goes to his son as 
successor in interest. The registered union is legally 
competent to raise the Industrial Dispute on behalf of the 
workman or his successor as his service condition under 
the bye-laws and the Agreement. The employment one or 
two, applicable are given to the dependants of workman 
retiring on medical ground under P.M.E. of Mines Act or 
even on compassionate ground only after the completion 
of 15 and 30 years of his service as applicable as per the 
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provision and convention of the Organisation, but such 
employment procedcure of employment is without 
certification of the Government Department under the 
Standing Order. The petitioner Gulab Prasad is unaware of 
it if his name was registered in the Employees Depandants 
Register or not. The management’s refusal to sign on the 
N.C. W.A.II does not empower to act against direction/Law 
Rules of the Government. The appointment on 
compassionate ground is also a Welfare Scheme to be 
implemented by the Company at the time of harness of 
employee. So the management is bound to implement its 
procedure, thus to employ the dependant son of the 
workman after completion of 15 years service of the latter, 

5. Whereas with specific denials, the contra pleaded 
case of the O.P/Management is that no employer-employee 
relationaship existed between the Management of TISCO, 
Jamadoba and the applicant (Gulab Prasad) son of Late 
Solai, as Late Solai was an employee of Digwadih Colliery 
who expire on 26.12.99. It has no nexus between the death 
of the employee and his employment. The sponsoring 
Union being non-functional nor recongised in the 
establishment of the management has no locus standi to 
raise the industrial dispute, and to demand for employment 
of an outsider. There is no provision for employment to the 
dependant of an employee on compassionate ground. The 
NCWA-VI is not applicable to the management of TISCO, 
as tlfe Management of it is not the signatory of NCWA-VI 
M/sj. TISCO is following its own employment procedure 
and as per the Employment Procedure of TISCO, a 
Registered Dependant of an employee is considered for 
employment in case of vacancy and requirement, if the 
guardian employee had completed more than 30 years of 
his service, then an employee becomes eligible to register 
his .dependant's name in the Employees’ Dependant 
Register after completion of his 15 years service. Since 
Late Solai had not enrolled the name of any of his dependant 
Gulab Prasad, so the latter (petitioner) is not entitled to get 
employment or any relief under the Management of TISCO 
as per the Employment Procedure of the Company, Thus 
the demand of the Union is neither legal nor justified. 

6 . Besides that, the management has pleaded in its 
rejoinder that Late Solai had not received any injury in 
course and out of employment. The sponsoring union has 
raised the false and frivalous industrial dispute, taking a 
flimsy ground of no opportunity for the employee to enroll 
his dependant name due to sudden death caused by the 
accident in course of employment. 

FINDING WITH REASONING 

t. In this reference case, WWI Gulab Prasad, the 
petitioner himself on behalf of the Union concerned, and 
M\0 Dinesh Kumar Sharma, the Head Clerk, GM Office for 
the Management have been produced and examined. 


The statement of petitioner Gulab Prasad (WWI) as the 
son of Late Workman Solaee, is that his father, an employee 
of Digwadih Colliery of M/s. TISCO (Tata Steel Ltd.) served 
as an under ground Trammer from 01.04.1983 but in course 
of working, he succembed to injury caused by 
cerebrovasoular accident resulting in his cardio Respiratory 
failure in the Tata’s Central Hospital, Jamadoba on 26.12.99 
and thereafter his (Petitioner's) mother Jota Devi had applied 
for his employment on compassionate ground as per the 
employment procedure of the Company and NCWA VI but 
the management did not provide him employment on the 
ground that his deceased father (late workman) had not 
enrolled his (petitioner’s) name in the Employees Dependant 
Register. The certificate of death of late workman Solai dt. 
26.12.1999 issued by the Tata's Central Hospital, Jamadoba 
marked as Ext. W-l. But the petitioiner (WWI) has failed to 
prove the alleged accident to his father in course of working, 
and his own parentage. 

8 . On the other hand, proving the procedure for 
employment of employee - wards at Jharia Group of 
Collieries, Internal Communication Form dt. 27th Nov., 1997 
at Ext. M. 1,MW1 Dinesh Kumar Sharma, the Head Clerk, 
at the G.M. Office has stated that the NCWA I to V were 
previously applicable upto 30th June, 1996, but the NCWA 
IV is not applicable to the TISCO Management, as aforesaid 
procedure for employment of employee-ward as per the 
Internal Communication Form (Ext. M. 1) was introduced, 
according to which the deceased workman had not got the 
names of his wife or the dependant son petitioner recorded 
in the Employees’ Dependant Register after the completion 
of his fifteen years of his/Late workman's) service under 
the management, so the petitioner is not entitled to his 
employment as sought. 

9. On the consideration of the materials of both the 
parties following the hearing of Mr. M.C. Prasad, and 
Mr. D.K. Verma, the Learned Advocate for the Union 
concerned and the management respectively, I find that 
though the petitioner has utterly failed to prove the alleged 
accident to his father in the Mine and the alleged application 
of his mother Smt. Jota Devi for his employment, it is an 
acknwledged fact that the Late workman Solai (Cat. I 
Mazdoor) expired on 26.12. J 999 before his due retirement. 
Since the procedure of the Management does not provide 
for employment of the dependant the Late workman on 
compassionate ground : so the Reference is responded as 
such: 

"that the demand of the Rashtriya Mazdoor Union 
from the management for the employment of Gulab 
Prasad (the petitioner) son of Late Solaee (the 
workman) on compassionate ground is not proper 
and justified. However, in view of labour legislation 
the employee Award namely Petitioner Gulab Prasad 
has not to suffer for the negligence of his deceased 
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father in not getting his name enrolled in the 
Employees' Dependant Register on completion of his 
15 years of service under the Management as per its 
procedure. Hence, the petitioner is entitled to get his 
name enrolled in the Employee Dependant Register 
as per the procedure of the Management for his 
employment as prescribed according to the procedure 
of the Management." 

The Management is directed to enroll the name of the 
petitioner as the ward of Late workman Solaee in the said 
register on account of his premature death before his 
retirement, within the period of one month from the date of 
receipt of the Award after its publication in the Gazette of 
India. Let a copy of the Award be sent to the Ministry of 
Labour & Employment, Government of India, New Delhi 

for information and needful. 

KISHORI RAM, Presiding Officer. 

ft, 22 2012 
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New Delhi, the 22nd October, 2012 

S.O. 3417.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby pubishes the award (Ref. No. 79/2005) of the Central 
Government Industrial Tribunal No. II, Dhanbad as shown 
in the Annexure in the Industrial Dispute between the 
employers in relation to the management of M/s. CCL and 
their workman, which was received by the Central 
Government on 22-10-2012, 

[No. L-20012/26/2005-IR(C-I)J 
AJEET KUMAR, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL (No. 2) AT DHANBAD 

PRESENT: 

SHRI KISHORI RAM, Presiding Officer. 

In the matter of an Industrial Dispute under Section 
10(lXd)oftheI.D. Act, 1947. 

REFERENCE No. 79 OF2005 

PARTIES: Employer in relation to the management of 
Hazaribagh Area of M/s. CCL and their workman. 

V2W GZ//2-J0 


APPEARANCES: 

On behalf of the workman: Mr. D, Mukheijee, Ld Adv. 

On behalf of the Management: Mr. D.K. Verma, Ld. 

Adv. 

State : Jharkhand Industry : Coal 

Dated, Dhanbad, the 6th Sept. 2012. 

AWARD 

The Government of India, Ministry of Labour, in exercise 
of the powers conferred on them under Section 10( 1 Xd) of 
the I.D. Act., 1947 has referred the following dispute on 
this Tribunal for adjudication vide their Order No. L-20012/ 
26/05.IR(C-l) dated 26.7.2005. 

SCHEDULE 

"Whether the action of the management of Hazaribagh 
Area of M/s. CCL regarding reduction of paid holidays 
from 18 to 08 i.r.o. Md. Imanuddin and 42 other (as 
per list) workmen of the establishment of Area Finance 
Manager, Charchi, Hazaribagh is legal and justified? 
If not, to what relief are the concerned workmen 
entitled? 

2. None appeared for the Union nor any of the workmen 
appeared nor any witness for their evidence produced 
despite last chance. Mr. D.K. Verma, the Learned Advocate 
for the Management is present. 

From the perusal of the case record, it appears that the 
case has been pending for the evidence of the workmen 
since 23.1.2012 and despite the ample opportunity no 
witness produced for the evidence of the workmen. The 
conduct of the Union Representative as well as the workmen 
shows their disinterestedness to pursue the case. 
Therefore, the case is closed and accordingly, an order is 
passed as non-existent of industrial dispute now. 

KISHORI RAM, Presiding Officer 

Ref. No. 79/2005 

List of Workmen 

1. Md. Jmauddin 

2. P.R. Pradhan 

3. C.Horo 

4. T.N. Sahay 

5. N.Khalkho 

6. Satju Prasad 

7. J.L. Singh 

8. DeokiNandan 

9. I.D. Thakur 

10. R.K. Sinha 
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11. R.B. Mishra 


12. P.B.Dey 

13. Dinesh Prasad 

14. B.A. Kumar 

15. B.Ram 


16. M.M. Mukheijee 

17. J.K.Ram 

18. R.L. Prajapati 

19. Anant Prasad 

20. R.B. Pandey 

21 . B.M. Saju 

22. B.K. Mishra 

23. S.K.Sinha 

24. GS.Mahto 

25. K.D.Sahu 

26. T. Saw 

27. V.S. Prasad 
2& H.C.Ram 


29. Sadhan Sekhar 
3a M.K. Singh 
31i M. DeviGanjhu 
3Z K.K. Mishra 

33. D.K. Srivastva 

34. D.K. Singh 
35; R.C. Rajak 
36. R.D.Gope 
37; Ritan Mahto 
38; Khemlal 

39. LeelaDevi 

40. ParvatiDevi 

41. Mahesh Kumar 

42. Nandlal Mahto 


43. Remswarup Nonia 


S. S. GUPTA, Secy. 


4^ f<rcfl, 22 2012 


471.311. 3418.—3MlPl4i Pi4K JTfafWT, 1947 (1947 4?! 
14) 4Tt 4KT 17 4^ 3T3HT4 % 4f^4 7R4TTC ?5 tR ^ 
4^444 ^ lH4l44>1 afft 44^ 4?*j4>Ptf ^'#4, 

PifcJ*;3ils)lPi<t> Riqi^ fK4>K #gflPl4> 3rf*44>7UI/?W 
(7M7P54T107/2011) 4?[ Wlf^Rt 
4T34ft, 4ft ^4^4 22-10-2012 4?) W4f31T *111 

Pf. TT?T-41012/10/2011-31T^ 3T1T (4t-I)J 
TR7T f%, 3?4? 3TfkR?Ttt 


New Delhi, the 22nd October, 2012 

S.O. 3418.— In pursuance of Section 17 of the 
Industrial Disputes Act, 1947 (14 of 1947), the Central 
Government hereby pubishes the Award (Ref. No. 107/2011) 
of the Central Government Indus. Tribunal-cum-Labour 
Court, Lucknow as shown in the Annexure in the Industrial 
Dispute between the management of Northern Railway, 
and their workmen, received by the Central Government on 
22 - 10 - 2012 . 

[No. L-41012/10/2011-IR(B-1)] 
RAMESH SINGH, Desk Officer 

ANNEXURE 

CENTRAL GOVERNMENT INDUSTRIAL 
TRIBUNAL-CUM-LABOUR COURT, LUCKNOW 
PRESENT: 

Dr. MANJU NIGAM, Presiding Officer 
I.D. No. 107/2011 

Ref. No. L-41012/10/2011-1R(B-I) dated: 04.07.2011 
BETWEEN 
Shri Kandhai Yadav 
R/o Poore Birjor 
Village and Post — Betawra 
District — Rae Bareilly. 

AND 

Divisional Railway Manager 
Northern Railway 
1 Iazratganj 
Lucknow. 

AWARD 

1. By Order No. L-41012/10/201 l-IR(B-I) dated: 
04.07.2011 the Central Government in the Ministry of 
Labour, New Delhi in exercise of powers conferred by clause 
(d) of sub-section (1) and sub-section (2 A) of Section 10 of 
the Industrial Disputes Act, 1947 (14 of 1947) referred this 
industrial dispute between Shri Kandhai Yadav, R.o Poore 
Biijor, Village and Post— Betawra, District—Rae Bareilly 
and the Divisional Railway Manager, Northern Railway, 
Hazratganj, Lucknow for adjudication. 

2. The reference under adjudication is: 

“WHETHER THE ACTION OF THE MANAGEMENT 
OF NORTHERN RAILWAY, LUCKNOW IN NOT 
GRANTING BENEFIT OF HIGHER PAY SCALE 
ACCORDING TO 5th CPC AT PAR WITH OTHER 
GOODS GUARDS TO SHRI KANDHAI YADAV, 
RETIRED GOODS GUARD, IS LEGAL AND 
JUSTIFIED ? TO WHAT RELIEF THE WORKMAN IS 
ENTITLED?” 
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3. The order of reference was endorsed to the 
workman with direction to the party raising the dispute to 
filed the statement of claim along with relevant documents, 
list of reliance and witnesses with the Tribunal within fifteen 
days of the receipt of the order of reference and also forward 
a copy of such a statement to each one of the opposite 
parties involved in this dispute under rule 10(B) of the 
Industrial Disputes (Central), 1957. 

4. The order of reference was registered in the 
Tribunal on 18-07-2011 and the office was directed to issue 
registered notice to the workman for filing of statement of 
claim, accordingly, notice dated 27-07-2011 was issued to 
the workman; but no statement of claim together with 
documents etc. was filed. However, one Shri U.K. Bajpai, 
advocate filed his authority on behalf of the management 
09-09-2011. Another notice was issued to the workman vide 
dated 21-09-2011 with direction to appear before this 
Tribunal and file statement of claim etc. on 08-11-2011; but 
the workman again failed either to appear or to file any 
statement of claim. Moreover, he moved adjournment, paper 
No. W-6 through his representative, seeking time to file the 
statement of claim and accordingly, 29-12-2011 was fixed 
for claim statement. 

5. Since then, more than a year’s time has passed, 
neither workman nor his authorized representative turned 
up before this court nor file any statement of claim nor 
sought time for the same. Even today the workman is absent. 
No application has been moved on behalf of him; 
accordingly, keeping in view the reluctance of the workman 
to contest his case the file is reserved for award, 

6. In the instant case the burden was on the workman 
to set out the grounds to challenge the validity of the 
action of the management of Railways in not granting him 
higher pay scale according to 5th CPC at par with other 
Goods Guards is illegal and unjustified. The workman has 
not filed its statement of claim. 

7. In the above circumstances, it appears that the 
workman does not want to pursue its claim on the basis of 
which it has raised the present industrial dispute; therefore, 
the present reference order is decided as if there is no 
grievance left with the workman. Resultantly, no relief is 
required to be given to the workman concerned. The 
reference under adjudication is answered accordingly. 

8. Award as above. 

LUCKNOW. DR. MANJU NIGAM, Presiding Officer 
09-10-2010. 

•fif fcctll, 23 2012 
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New Delhi, the 23rd October, 2012 

S.O. 3419.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 137/2007) of the 
Central Government Industrial Tribunal/Labour Court, 
Bangalore now as shown in the Annexure in the Industrial 
Dispute between the employers in relation to the 
management of Syndicate Bank and their workman, which 
was received by the Central Government on 8-10-2012 

[No. H2012/71/2007-IR (B-H)] 
SHEESH RAM, Section Officer 
ANNEXURE 
BEFORE THE 

CENTRAL GOVERNMENT INDUSTRIAL 
TRIBUN AL-CUM-LABOUR COURT, 

BANGALORE 

Dated: 10-09-2012 

PRESENT: 


Shri S.N. NAVALGUND, 
PRESIDING OFFICER 


C.R. No. 137/2007 
I PARTY II PARTY 


Shri D. Srinivas, 

C/o Shivalingaiah, 

No. 11,2nd Main Road, 
Near Central Library, 
Jagajeevan Ram Nagar, 
Bangalore-560018 


The Dy, General Manager, 
Syndicate Bank, 

Nodal Industrial Relations Cell, 
No. 69,9th Main, 3rd Block, 
Jayanagar, 

Bangalore-560011 


AWARD 


1. The Central Government by exercising the powers 
conferred by clause (d) of sub-section (1) and sub-section 
2AofSection lOofthe Industrial Disputes Act, 1947(14of 
1947) has referred this dispute vide order No. L-12012/71/ 
2007-IR(B-II) dated 08-10-2007 for adjudication on the 
following Schedule: 


SCHEDULE 


"Whether the punishment of compulsory retirement 
imposed on Shri D.Srinivas by the management of 
Syndicate Bank is legal and justified? If not, to what 
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relief the workman is entitled to?" 

2. On receipt of the reference pursuant to the notices 
issued to both the sides they entered their appearances 
through their respective advocates and filed the claim 
statement and counter statement respectively. Having 
regard to certain allegations made in the claim statement 
filed by the first party regarding domestic enquiry a 
preliminary issue was raised as to ’whether the domestic 
enquiry conducted against the first party' by the second 
party is fair and proper?’. When the matter was posted for 
evidence of second party on this issue and learned counsel 
appearing for the second party produced enquiry file, the 
union President of the first party union since submitted 
that he has no objection to exhibit these documents as well 
as about the fairness of the enquiry the enquiry file 
segregated into 14 in number were marked as EX.Ml to 
MI4 and the preliminary issue was answered in the 
affirmative i.e. the Domestic Enquiry being fair proper. Then 
as requested by the first party union president the matter 
was posted for evidence of first party on victimisation and 
he filed the affidavit of the workman and examined him on 
oath as WW1. Thereafter when the matter was posted for 
arguments on merits the first party union President filed 
his written arguments, whereas, the learned advocate 
appearing for the second party addressed his oral 
arguments. 

3. The brief facts leading to this reference and award 
may be stated as under: 

Shri D. Srinivas (hereinafter referred as first party 
workman)who joined the services of Syndicate Bank 
(hereinafter referred as second party) as an Attender in the 
year 1984 while serving in that capacity at its Gavipuram 
extension branch Bangalore served with charge sheet dated 
22-10-1999 as under: 

Charage Sheet 

It is alleged against you that, you are in the habit of 
absenting from duties without proper sanction of leave by 
the competent authority. You were chargesheeted and 
awarded with the punishments in the past, as detailed 
below: 

(1) Chargesheet-cum-Showcause Notice No.CGS/ 
BNG/94/20 dated 04-02-94 and awarded the 
punishment of “warning” vide Proceedings No.PRS/ 
BNG/DGM/94/33 dated 21-02-94. 

(2) Chargesheet-cum-Showcause Notice No.CGS/ 
BNG/94/105 dated 10-12-94 and awarded the 
punishment of “warning” vide Proceedings No.PRS/ 
BNG/DGM/95/11 dated 01 -02-95 

(3) Chargesheet-cum-Showcause Notice No.CGS/ 
BNG/95/83 dated 09-10-95 and awarded the 
punishment of “warning” vide Proceedings No.PRS/ 
BNG/AGM/95/108 dated 06-12-95. 


From To No. of days 

(4) ChargesheetNo. CGS/BNG/96/140 dated 12-12-96 
and awarded the punishment of “Stoppage of next 
one increment for six months” vide Proceedings 
N o.PRS( W)/BNG/DG M/97/73 dated 11 -08-97. 

Inspite of the above, there is no improvement in your 
attitude to attending the office and respect for leave rules. 
For instance, you absented from duties during the following 
periods unauthorisedly in violation of the leave rules of 
the Bank: 


From 

To 

No. of days 

0) 

(2) 

(3) 

18-12-96 

20-12-96 

2 

26-12-96 

28-12-96 

3 

11-03-97 

124)3-97 

2 

26-03-97 

- 

1 

09-04-97 

- 

i 

19-04-97 

- 

i 

304)4-97 

- 

1 

02-05-97 

- 

1 

21-05-97 

224)5-97 

2 

28-05-97 

29-05-97 

2 

204)6-97 


1 

27-06-97 


1 

104)9-97 


1 

17-09-97 


1 

234)9-97 


1 

2609-97 


1 

15-10-97 

16-10-97 

2 

22-10-97 


1 

24-10-97 


1 

29-10-97 

02-11-97 

5 

17-11-97 


1 

21-11-97 

25-11-97 

5 

3004-98 


1 

0505-98 


1 

2105-98 


1 

2705-98 


1 

1206-98 


1 

1606-98 

2306-98 

8 

2606-98 


1 

01-07-98 

0307-98 

3 

1007-98 


1 

1807-98 

1907-98 

2 

2507-98 


1 

2907-98 

0108-98 

4 

0608-98 

0708-98 

2 

0908-98 


1 

1608-98 


1 

1908-98 


1 

2208-98 

2308-98 

2 

2708-98 

06-09-98 

11 
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(1) 

(2) 

(3) 

11-09-98 

12-09-98 

2 

17-09-98 


1 

04-10-98 

08-10-98 

5 

29-10-98 


1 

25-11-98 

29-11-98 

5 

18-12-98 


1 

26-12-98 

27-12-98 

2 

03-12-98 


1 

JO-12-98 


1 

07-08-99 

08-08-99 

2 

13-08-99 


1 

17-08-99 


1 

20-08-99 


I 

22-08-99 


1 

29-08-99 


1 

01-09-99 


1 

07-09-99 


I 

09-09-99 


1 

14-09-99 


1 

16-09-99 


1 

22-09-99 


1 

25-09-99 


1 

28-09-99 


1 

01-10-99 


1 

07-10-99 

08-10-99 

2 

117 


N0.683/ZQB/PC/LS/GVP/655 dated 22-1 l-97No.745/ 
ZQB/PC/LS/GVP/655 dated 29-12-97 No ZQB/PC/LS/655 
dated 10-10-98. No.489/ZQB/PC/LS/gvp/655 dated 28-10- 
98, N0.524/ZQB/PC/LS/GVP/655 dated 18-11 -98, No.666/ 
ZQB/PC/LS/GVP/dated 16-01-99,No.641/ZQB/PCyLS/GW/ 
655 dated 22-12-98, No.489/Z0B/PC/LS/GW/655 dated28- 
10-98 and Gavipuram Extension branch. Bangalore letter 
No.343/0439/RO/STF dated 25-08-99 and No.407/0439/STF 
dated 10-10-99, wherein your absence for the above period 
has been treated as unauthorised. 

Your above action of absenting from duties without 
proper sanction of leave in violation of leave rules 
amounts to misconduct. 

Your intermittent unauthorised absence as above, 
has affected the smooth functioning of the branch 
and customer service. 

You are, therefore, charged with commission of Gross 
misconduct of “habitual doing of any act which 
amounts to Minor misconduct of Absence without 
leave and Irregular Attendance, vide Clause 
No. 19.5(f) and doing acts prejudicial to the interest 
of the Bank”, vide Clause No. 19.5 (g) of the Bipartite 
Settlement. 

You are required to offer your explanation to this 
Charge sheet within 10 days of its receipt by you 
failing which, the matter shall be proceeded further. 

l)im G>l}lZ-\) 


4. To this charge sheet the first party workman by his 
reply dated 5-11-1999 since submitted that his absence of 
117 days mentioned in the charge sheet between 18-12- 
1996 to 8-10-1999 was as he was indisposed and he believe 
for each absence he submitted relevant medical certificate 
in support of his illness and however, every time his absence 
was treated as unauthorised and consequent to this the 
increment date was postponed besides affecting 
superannuation benefits thereby he has already been 
punished enough for the above said absence of 117 days 
as such the matter may be brought under clause 19.5 (j) of 
bipartite settlement viewing leniently to give him a fair 
opportunity to continue the service. The Disciplinary 
authority being not satisfied with this reply decided to 
hold the disciplinary enquiry and initiated disciplinary 
proceedings appointing Shn M.S. Dwaraganath as enquiry 
officer and Shri M.Umapathy, Dy.Chief Officer(P), Zonal 
Office, Bangalore as Management Representative. Then 
the enquiry officer securing the presence of the first party 
workman who appeared along with Shri U Abdul Jaleel, 
Secretary as Defence Representative after observing the 
required formalities of the preliminary enquiry receiving 
the evidence of Shri B. Rajagopal the branch manager of 
Gavipuram extension branch of the second party as MW1 
and exhibiting copy of letter dated 16-01-1997 of personnel 
cell, leave section addressed to the first party; copy of 
letter dated 24-04-1997 of personal cell addressed to the 
first paty; copy of letter dated 16-06-1997 of personnel cell 
addressed to the first party; copy of letter dated 27-06- 

1997 of personnel celi,leave section, Zonal office, Bangalore 
addressed to the first party; copy of letter dated 3-12-1997 
of personnel cell, leave section, ZO, Bangalore addressed 
to the first party; copy of letter dated 22-11-1997 of 
personnel cell, leave section addressed to first party; (Copy 
ofletter dated 29-12-1997 of personnel cell, leave section 
addressed to the first party; copy of letter dated 10-10- 

1998 of personnel cell, leave section addressed to first party; 
copy of letter dated 28-10-98 of personnel Cell, Leave 
Section addressed to first party; copy ofletter dated 13-1- 
98 of Personnel cell, leave Section addressed to first party; 
copy ofletter dated 22-12-98 of personnel Cell addressed 
to the first party; copy letter dated 16-01-1999 of Personnel 
Cell adressed to first party; copy ofletter dated 25-08-1999 
of Gavipuram Extension branch, Bangalore addressed to first 
party; copy ofletter dated 10-10-1999 ofGavipuram Extension 
branch addressed to the first party; copy of charge sheet 
cum show cause notice dated 4-02-1994 issued to die first 
party; copy of proceedings dated 21-02-1994 issued to first 
party; copy of charge sheet cum show cause notice dated 
10-12,1994 issued to the first party; copy of proceedings 
dated 1-02-1995 issued to the first party; copy of charge 
sheet cum show cause notice dated 9-10-1995 issued to the 
first'party; copy of proceedings dated 6-12-1995 issued to 
first party; copy of charge sheet dated 12-12-1996 issued to 
first party and copy of proceedings dated 11 -08-1997 issued 
to first party as MEX1 to MEX22 called upon the first party 
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workman to give his evidence if any by himself or through 
witnesses and the first party workman submitting that he 
has no witness to examine made his oral submission to the 
effect that his absence for 117 days between 18-12-1996 to 8- 
10-1999 being an accumulated figure over a period of 3 years 
was due to circumstances beyond his control and as he had 
no leave to his credit and already his date of increment was 
postponed, for the period of absence he has been sufficiently 
punished as such the same should be viewed leniently as a 
onetime amnesty and he may be permitted to continue in 
service, Then the enquiry officer hearing the defence 
representative and the management representative by his 
report dated 22-10-1999 held the charges being proved 
conclusively. Disciplinary authority while serving the copy 
of the enquiry report and giving a personal hearing passed 
the impugned order of compulsory retirement and when same 
came to be confirmed by the Appellate Authority and 
aggrieved by the same the first party union raised the dispute 
before the ALC(C), Bangalore as the same failed it resulted 
m this reference. 

5. In the written argument filed by the first party union 
president it is submitted the workman covered in this 
reference since hails from a poor schedule Caste family 
ahd due to untimely death of his wife in the year 1995 and 
other family difficulties he could not attend to the duties 
ahd as admitted by MW1 all his absences were supported 
by certificates issued by the registered medical practitioner 
and that inspite of it his absence was held as unauthorised 
as such already he had been sufficiently punished the 
management ought to have viewed the absence leniently 
and allowed him to continue in service with some minor 
penalties. Inter alia the learned advocate appearing for 
t^e second party urged that since there is no dispute as to 
tte fact of absence as contained in the charge sheet no 
medical evidence being produced to substantiate that he 
was suffering from any illness and moreover he 
intermittently remained absent for 117 days without 
applying for leave as required by the rules the disciplinaiy 
authority has rightly imposed the punishment of 
compulsory retirement and there is no reason to interfere 
either in the finding of the enquiry officer or the punishment 
imposed by the disciplinary authority confirmed by the 
Appellate Authority. 

6. Since it is not in dispute that the first party workman 
remained absent for a period of 117 days as mentioned in 
the charge sheet intermittently between 18-12-1996 to 8- 
10-1999 and his subsequent applications for all those days 
being treated as unauthorised absence, that for his absence 
from 18-12-1996 to 20-12-1996 and from 26-12-1996 to 28- 
12-1996 he submitted leave applications dated 21-12-1996 
dnd 29-12-1996 respectively on 7-1-1997 and for his absence 
for six days in April and May 1997 he never submitted 
leave application and again for his absence from 28-05- 
1997 to 29-05-1997 he submitted leave application only on 


15-06-1997 i.e. after a period of two weeks and did not 
submit any application for his absence of 6 days in April, 
May 1997, for two days in June 1997, for 6 days in November 

1997 and he submitted 14 leave applications all dated 3-10- 

1998 at a stretch requesting for leave for 20 days. Thus it is 
clear that he was highly irregular in attending the duty and 
inspite of three earlier warnings and one punishment of 
stoppage of next one increment for 6 months, he did not 
mend his attitude and attend his duties regularly. Even 
assuming that he had some family difficulties to attend the 
duties in all these days after exhausting all his extraordinary 
leave and other leave to his credit it do suggest that his 
family problem may be such that he cannot attend to his 
duties of the bank which definitely affects the functioning 
of the bank. Therefore, absolutely 1 find no reason to 
interfere in the punishment imposed by the Disciplinary 
Authority invoking clause 19.5 (j) of the Bipartite 

Settlement of Compulsory Retirement. Under the 
circumstances there being no reason to either interfere in 
the finding of the enquiry officer or punishment imposed 
by the disciplinary authority and confirmed by the 
Appellate Authority, 1 pass the following: 

ORDER 

The reference is rejected holding that the punishment 
of compulsory retirement imposed on Shri D Srinivas by 
the management of Syndicate Bank is legal and justified 
and he is not entitle for any relief. 

(Dictated to PA transcribed by her corrected and signed 
by me on 10.09.2012) 

S.N NAVALGUND, Presiding Officer 
23 2012 
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New Delhi, the 23rd October, 2012 

S.O. 3420.— In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 the Central Government hereby 
publishes the award (Ref. No. 19/2001 & 60/2001) of the 
Central Government Industrial Tribunal/Labour Court 
BANGALORE now as shown in the Annexure in the 
Industrial Dispute between the employers in relation to the 
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management of VIJAYA BANK and their workman, which 
was received by the Central Government on 8-10-2012 

[No. L-1201 l/257/2000-IR(B~ II), 
No.L-1201 l/74/2001-IR(B-II)] 
SHEESH RAM, Section Officer 


SCHEDULE (CR NO. 60/2001) 

“Whether the action of the management of Vijaya Bank, 
Regional Office, Puttur, in terminating Shri Lancy Clifford 
Pereira, temporary-part time Sweeper, Vijaya Bank, Bellare 
Branch is justified? If not, what relief Shri Lancy Clifford 
Pereira isentitled to?” 


ANNEXURE 
BEFORE THE 

CENTRAL GOVERNMENT INDUSTRIAL 
TRffiUNAL-CTJM-LABOUR COURT 

“SHRAM SAD AN,” 

m MAIN, in CROSS, II PHASE, TUMKUR ROAD, 
YESHWANTHPUR, 

BANGALORE-560 022 
Dated 18-09-2012 
PRESENT 

Shri S.N. NAVALGUND, 

PRESIDING OFFICER 

C.R No. 19/2001 
& 

CR. No. 60/2001 

I PARTY II PARTY 

The Regional Secretary The Regional Manager, 

Vijaya Bank Workers Vijaya Bank, Regional Office, 

Organisation, Puttur Region, 

Puttur Region, PUTTUR574201 

PUTTUR-574201 KARNATAKA STATE 

KARNATAKA STATE 

AWARD 

1. The Central Government by exercising the powers 
conferred by clause (d) of Sub-section (1) and Sub-section 
2A of Section 10 of the Industrial Disputes Act, 1947 (14 of 
1947) has referred these disputes vide order Nos. L-12011/ 
257/2000-IR(BII) dated 12-02-2001 & L-12011/74/2001-IR(B- 
II) dated 27-07-2001 for adjudication on the following 
Schedule: 

SCHEDULE (CR NO. 19/2001) 

“Whether the action of the management of Vijaya 
Bank, Regional Office, Puttur, is justified in refusing 
to pay 3/4th of the scale wages with proportionate 
annual increments as per the bipartite settlement 
dated 12-10-1970 to Shri Lancy Clifford Pereira, 
temporary part-time Sweeper, Bellare Branch? If not, 
what relief the said workman is entitled to?” 


2. The Central Government since made these two 
references pertaining to Shri Lancy Clifford Pereira, 
temporary part time sweeper at Bellare Branch of the Vijaya 
Bank on failure of the dispute raised by the Regional 
Secretary, Vijaya Bank Workers Organisation, Puttur region 
and many of the facts and considerations are common and 
common arguments have been addressed by the learned 
advocates appearing for the parties after independently 
leading evidence, for the sake of convenience I haVe taken 
up to pass a common award on these two references. 

3. In both the matters pursuant to the notices issued by 
this tribunal both sides who have entered their appearances 
through their respective advocates filed their Claim 
Statement and Counter Statement separately. 

4. In the claim statement filed in Cr No.19/2001 dated 29- 
04-2004 it is alleged Shri Lancy Clifford Pereira(herein after 
referred as first party workman joined the services of the 
second party at its Bellart branch as part time sweeper 
which situated in a rural area and its bank premises measures 
1709 sq.ft and that he was working for 5 hours daily and is 
(covered under the Bipartite settlement being the member 
of the first party union. It is further alleged that as per the 
provisions of Bipartite settlement entered between the 
Indian Bank Association and AH India Bank Employees 
Association the salary stipulated being as under : 

(a) Part-time workman shall be entitled to graduate 
incremental pay scale related to their working hours 
as follows: 

(b) Part time workmen who are member of the 
subordinate staff shall be paid more than 19 hours 
to 29 hours. 3/4th of the scale wages with 
proportionate annual increments. 

He is entitle to the relief as per the order of reference. 

It is also alleged Shri Lancy Clifford Pereira though 
worked continuously for a period of 5 hours every day he 
is entitle for scale wages with proportionate annual 
increments but as same was not paid and on his request 
though the first party union requested the management to 
extend the said benefit the management since did not care 
they raised the dispute before the ALC and as it failed the 
central government made this reference. With these 
assertions in the claim statement it is prayed to (direct the 
second party management to pay benefits as referred in the 
order of reference along with interest by answering the point 
of dispute in favour of the first party workman. Inter-alia in 
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the counter statement filed for the second party on 10-08- 
2004 it is contended the service conditions of the award 
staff in its bank are governed by Sastry Award as modified 
by Desai award and subsequent Bipartite settlements 
entered into at the industry level Between IB A representing 
the m anagements of member banks and all India trade union 
of bank employees. The first bipartite settlement 1966 
contained provisions for engagement of temporary 
employees and paragraph 20.5 of the Desai Award and 
clause 4.5 of the Bipartite Settlements 19-10-1966 dealt with 
payment of wages to part time employees and the above 
mentioned provisions were superceded by virtue of 
paragraph 9 of the Bipartite Settlement dated 12-10-1970. 
Thereafter another Bipartite settlement dated 10-4-1989 was 
entered into between the managements of 54 A Class banks 
represented by IB A and their workmen represented by All 
Iqdia Trade Unions and clause 18 of the said settlement 
contains the codified service conditions of part-time 
employees with modifications as are considered necessary 
and Clause(g) of the same reads as under : 

“The settlement reached as aforesaid amended, 
modified and superceded the provisions of the 
awards and the settlements referred to in the following 
Clauses 1 &2 of the settlement 

“The settlement dated 12-10-1970 is mentioned in 
clause 1. Therefore, the provisions contained in the 
settlement dated 12-10-1970 stood amended/modified 
form the date of coming into force of the settlement 
dated 10-4-1989”. 

Thereafter another settlement between the above 
mentioned parties was entered into on 14-02-1995 wherein 
np reference is made to the payment of wages to the part- 
time employees. Thereafter one more settlement was entered 
iito between the above parties on 28-11-1997 enhancing 
tie consolidated wages payable to part-time employees. 
Thereafter VII Bipartite Settlement dated 27-03-2000 came 
into effect giving effect from 1-11-1997 and Clause 20 of 
the above Bipartite Settlement reads as under: 

“In partial modification of Clause 1 of the Bipartite 
Settlement dated 28-11-1997, w.e.f. 1st November 1997, part 
time employees whose normal working hours per week as 
given below shall be paid consolidated wages as under : 

(a) Up to 3 hours At Bank’s discretion with a 

minimum ofRs.450 
per month. 

(b) More than 3 hours At the Bank’s discretion 

but less than with minimum of Rs.740 

hours per month. 

It is further contended the workman of the first-party 
union is since engaged as a temporary' part time sweeper 
(in consolidated wages w.e.f. 1 -07-1997 and his engagement 
Us a temporary part-time sweeper was made when Bipartite 
Settlement dated 14-02-1995 and Bipartite Settlement dated 


27-03-2000 were in force his consolidated wages were fixed 
at Rs.440 per month as per the provisions of the Bipartite 
Settlement dated 14-02-1995 which was in force. Therefore, 
the claim made in this reference based on the provisions 
contained in the Bipartite Settlement dated 12-10-1970 is 
not legal. It is further contended as he was engaged for 
less than 6 hours per week he was entitled for consolidated 
wages of Rs. 740 only which has been paid to him and at no 
point of time he was engaged as a permanent workman as 
alleged and the claim made based on the provisions of the 
Bipartite settlement dated 12-10-1970 are unsustainable. 
Thus it is contended the first party workman who was 
engaged as a temporary part-time sweeper has been paid 
consolidated wages whenever he was engaged and there 
is no violation of the terms of the settlement. It is also 
contended as per the decision of the Hon'ble Supreme 
Court of India in State of Orissa & Others Vs. Balaram Sahu 
& Others reported in 2002 Lab IC 3558 the temporary, ad 
hoc, daily wager or casual workers like NMRs are not entitled 
for equal pay of the regularly employed permanent staff in 
establishments and the court has observed though equal 
pay for equal work is considered to be a concomitant of 
Article 14 as much as equal pay for equal work will also be 
a negation of that right, equal pay would depend upon not 
only the nature of volume of work, but also on the qualitative 
difference as regards reliability and responsibility as well 
and though the functions may be the same, but the 
responsibilities do make a real and substantial difference. 
Therefore, the first party workman from any angle is not 
entitle for the wages other than consolidated wages as per 
the Bipartite Settlement applicable for the relevant period. 
Thus it has prayed for rejection of the reference. 

5. In the claim statement filed by the first party 
association in CR No.60/2001 it is asserted that its workman 
Shri Lancy Clifford Pereira who was working since 1-01- 
1992 at Vijaya Bank Rural Development Foundation, 
Mangalore at its Puttur office on a consolidated wage I 
worked there till 30-06-1997 which was sponsored by the 
second party management with a view to ameliorate rural 
masses and to take the banking industries to rural areas. 
On 30-06-1997 the branch manager after getting the 
permission from the regional manager he was engaged as a 
part-time sweeper on consolidated salary of Rs.400 per 
month as per the circular No.31/93 and Head Office circular 
48/93. It is further alleged the nature of the work discharged 
by him is permanent in nature as such as per bipartite 
settlement and according to clause 20.7 which reads as under: 

“In supersession of Paragraph 21.20 and sub clause(c) 
of paragraph 23.15 of the Desai Award, Temporary 
employee will mean, a workman who has been 
appointed for a limited period for work which is 
essentially temporary nature or who is employed 
temporarily as an additional workman in connection 
with temporary increase in work of a permanent 
nature and includes a workman other than a 
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permanent workman who is appointed in a temporary 
vacancy caused by the absence of a particular 
permanent workman”. 

Temporary employee will be appointed only for a limited 
period for work which is essentially temporary nature or 
employed temporarily as an additional workman in 
connection with the temporary increase in work of a 
permanent nature and the temporary vacancy has caused 
by the absence of a particular permanent workman and in 
the instant case none of the aforesaid clause is applicable 
because he was appointed for a permanent vacancy and 
permanent availability of work as the cleaning has to be 
done every day. It is further alleged that on 22-11-2000 the 
second party management arbitrarily terminated his services 
without assigning any reason and appointed one Kushala 
B Gouri Hole as part-time Sweeper in his place though in 
the meantime he had requested to regularize his services 
therefore, it amounts to retrenchment as defined under 
Section 2(oo) of the Industrial Dispute Act and without 
compliance of the provisions of Section 25F of the Industrial 
Dispute Act as he had completed 240 days of service by 
that time. Thus it is prayed to answer the point of dispute 
in favour of its workman setting aside the order of 
termination and direct the second party to reinstate him in 
his original post and pay him consequential benefits as if 
he is not terminated from service. In the counter statement 
filed by the second party in CR No.60/2001 on 16-06-2004 
while reiterating the same contention taken in CR No. 19/ 
2001 in respect of the appointment of the first party workman 
as a temporary part-time sweeper on consolidated wages 
from 1-7-1997 in terms of para 4.5(b) of the Bipartite 
settlement his working Hours per week did not exceed 6 
hours, further contended since it (second party) was 
nationalized on 15-04-1980 by virtue of banking 
companies(Acquisition & transfer of undertaking) Act, 1980 
subsequent to nationalization of the bank, govt, of India 
issued recruitment rules and guidelines relating to 
reservation policy and as per the rules formulated by the 
Govt, of India the recruitment to the post of subordinate 
category has to be made through the medium of 
employment exchange and complying with the reservation 
policy even for temporary engagement of persons against 
temporary vacancies/casual vacancies as first party 
workman was engaged as temporary part-time sweeper 
without complying with the said rules, reservation policy 
without being sponsored by employment exchange he 
cannot claim permanent employment in the bank as of right 
and since the bank as per the rules appointed Kushala B. 
Gouri Hole and posted her to report at Beilare branch on 
22-11 -2000, the temporary service of the first party workman 
came to be terminated who was appointed as a stop gap 
measure. It is also contended as on 1-07-1997 when the 
first party was initially engaged at Beilare branch he was 
more than 32 years of age and was also not sponsored by 
the local employment exchange as such he was not eligible 

Vim -12 


for appointment in the regular service of the bank and in 
that regard the first party association which had raised an 
Industrial Dispute for his non absorption before ^the ALG, 
Mangalore withdrew the same on 17-10-2000 and hereafter 
come up with this dispute. Thus it; is contended service of 
the first party workman engaged as temporary sweeper 
came to an end when the regular workman reported for 
duty as such there is no victimization as alleged by the first 
party and that he is not entitle for any relief as asked for. 

6. When the matter was posted for evidence, on behalf 
of the Second party in CR No. 19/2001 examining Shri 
Lakshminarayana Bhat N, Branch Manager as MW1 got 
marked voucher for payment of consolidated salary under 
the head general charges for the month of April dated 30- 
04-1998; voucher for payment of consolidated salary under 
the head general charges for the month of July dated 31- 
07-1998; voucher for payment of consolidated salary under 
the head general charges for the month of October dated 2- 
11-1998; voucher for payment of consolidated salary under 
the head general charges for, the month of December dated 
31-12-1992; voucher for payment of consolidated salary 
under the head general charges for the month of January 
dated 1-02-1999; voucher for payment of consolidated 
salary under the head general charges for the month of 
March dated 30-03-1999; voucher for payment of 
consolidated salary under the head general charges for the 
month of December dated 31-12-1999; voucher for payment 
of consolidated salary under the head general charges for 
the month of March dated 30-03-2000; voucher for payment 
of consolidated salary under the head general charges for 
22 days dated 22-12-2000; voucher for payment of 
consolidated salary arrears from 1 -11 -97 to 31 -07-2000 for a 
sum of Rs.9,900 calculation sheet of period and wages paid 
to the first party workman from 1 -11 -97 to 31 -09-2000; copy 
of the letter by first party workman to the Regional 
Manager, Vijaya Bank, Puttur dated 10-01-2000; copy of 
the appointment order issued to Shri Kushala B dated 22- 
11-2000; attested true copy of the lease agreement between 
K.Subraya Prabhu and Vijaya Bank; extract of clause 4.5 of 
Bipartite settlement dated 19-10- 1996; extract of clause 9 
of bipartite settlement dated 12-10-1970; extract of clause 
18 of Bipartite settlement dated 10-04-1989; circular from 
the head office with reference to the settlement dated 28- 
11-1997 Between Indian Bank association with workmen 
All India Bank Employees Association and extract of clause 
20 of Bipartite settlement dated 27-03-2000 as Ex. Ml to 
Ml 9. Inter alia on behalf of the first party while filing the 
affidavit of first party and examining him on oath as WW1 
did not produce any documents. 

Similarly in CR NO.60/2001 the first party while filing his 
affidavit examining him as WW1 got marked letter dated 
15-01 -2001 issued by the first party; copy of the letter dated 
9-09-1997 issued by the Branch Manager, Vijaya Bank 
regarding appointment of permanent part time sweepers; 
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copy of the letter addressed to the Branch Manager, Bellare 
dated 30-06-1997 by the Regional Manager; copy of the 
letter dated 27-06-1997 addressed to the Regional Manager 
regarding requirement of permanent sweeper at the branch 
by the Branch Manager; copy of the data issued by the 
Branch Manager, Bellare branch and letter dated 27-03- 
1998 addressed to the Regional Manager by the branch 
manager, Bellary Branch as Ex, W1 to W6 and on behalf of 
th$ second party Shri Lakshminarayana Bhat, Branch 
Manager is examined as MW1 and got marked letter 
addressed to the branch manager, Bellare from Regional 
Office, Puttur dated 10-08-2000; letter addressed to Regional 
office, Puttur by the branch manger, Bellare dated 14,08- 
2000; calculation sheet of consolidated wages paid to Lancy 
Clifford Periera; letter addressed to Regional Office, Puttur 
from Bellare branch dated 7,02,2001; order of appointment 
of Mr. Kushala B; Lease agreement; Letter addressed to 
Regional Office by the first party dated 10-01-2000 as Ex., 
Ml toM7. 

7. With the above pleadings, oral and documentary 
evidence brought on record by both the sides when the 
matter was posted for arguments the learned advocates 
appearing for both sides addressed arguments. The learned 
advocates appearing for both sides addressed their 
common arguments. The learned advocate appearing for 
the first party as far as reference in CR No. 19/2001 is 
concerned just argued that post of sweeper being 
recognized post under Bipartite Settlement, first party is 
entitle for 3/4th of the salary of that post. Inter alia the 
learned advocate appearing for the second party while 
drawing my attention to clause 9 of the Bipartite Settlement 
copy of which is got marked as Ex.M16 urged that since 
the first party workman was engaged as part-time temporary 
sweeper and his work was not more than 6 hours per week 
as such as provided under Sub Clause (b) to Clause 9 of 
the Bipartite Settlement he was only entitled for 
consolidated wages and accordingly having regard to the 
hours of work he was expected to do he had agree to work 
as part-time Sweeper on consolidated wages of Rs.440 and 
since subsequently the same was raised to Rs.770 per 
month while calculating the difference arrears being paid 
to him at the rate of Rs.770 per month as evidenced by 
Ex.M 11 his reference covered in CR NO. 19/2001 is liable to 
be rejected. 

8. Since the work of sweeper would be before the 
commencement of the bank, having regard to the carpet 
area of the building of the bank as evidenced by Ex.M 14 
being 1799 sq.ft its sweeping would not have required more 
than an hour, therefore, the contention of the first party 
workman that he was to work for 5 to 6 hours per day is 
unacceptable in the absence of any evidence to corroborate 
his Self version. Therefore, as urged on behalf of the second 
party having regard to the area of the bank premises the 
first party workman must have agreed to work as part-time 


sweeper on a consolidated wages of Rs.440 then existing 
rate for the part-time workman to work for less than six 
hours a week. Therefore his claim that his work was more 
than 9 hours per week for which 3/4th of the scale wages 
with increment is attracted is unacceptable. Under the 
circumstances 1 am of the considered view the action of 
the management of Vijaya Bank, regional office Puttur is 
justified in refusing to pay 3/4th of the scale wages with 
proportionate annual increment as per Bipartite settlement 
dated 12-10-1970 to the first party as he was engaged as a 
temporary part-time sweeper at Bellare Branch w.e.f. 1-09- 
1997 and he is not entitle for any relief. 

9. Now coming to the second reference covered in 
CR.No.60/2001 regarding the termination of first party 
workman from service, his learned advocate urged that 
since it is an admitted fact that first party workman worked 
as part-time sweeper continuously from 1-11 -97 to 30-09- 
2001 for which as per Ex.M 1 the difference of wages to the 
extent of Rs.9900 have been paid to him, he having worked 
more than 240 days in each calendar year the provisions of 
Section 25 F are attracted and as no one month notice or 
wages in lieu of the notice or the retrenchment 
compensation is paid to him his termination amounts to 
illegal retrenchment, but however, having, regard to the 
circumstances of the case on hand instead of ordering for 
restoration of his job and to pay back wages the 
management/second party may be directed to pay 
reasonable monetary compensation. In support of his 
argument he cited the decision reported in (2009)2 
SCC(L&S)309 & (2009)2 SCC(L&S)513. Inter alia the learned 
advocate appearing for the second party while citing the 
decisions reported in 2005(5)SCC 122,2006 AIR SC W 1991 
& 2006 AIR SCW 5994 urged the first party was admittedly 
being employed as part-time sweeper on consolidated 
wages he has no right to seek regularization or restoration 
of his services or back wages. But he failed to highlight 
how the management could escape its liability contemplated 
under Section 25F of the Industrial Dispute Act. 

10. Section 25F of 1. D Act places certain conditions 
precedent to retrenchment of workman. According to this 
section no workman employed in any industry who has 
been in continuous service or not less than one year under 
an employer shall be retrenched by that employer until he 
has been given one month notice in writing indicating 
reasons for retrenchment and the period of notice as expired 
or he has been paid in lieu of such notice wages for the 
period of notice; and also compensation which shall be 
equivalent to 15 days average pay for every completed 
year of continuous service or in part thereof in excess of 
six months. 

11. Admittedly in the instant case the first party workman 
has continuously worked as part-time sweeper from 1-11-1997 
to 30-09-2000 for a period of 2 years 9 months in respect of 
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which as per Ex.Ml 1 he who had been paid consolidated 
wages of Rs.440 per month by revising it at the rate of Rs. 770 
per month has been paid with arrears. Thus it is on record as 
per the records of the second party itself he has worked as 
part time sweeper continuously for a period, of 2 years and 9 
months. Therefore, the provisions of Section 25F do attract in 
the present case and if at all the second party wanted to 
terminate his services because a newly recruited workman 
posted to that post the bank ought to have given him wages 
in lieu of one month notice and also 15 days average pay for 
a period of 3 years. In the absence of the compliance of this 
mandatory provision, the order of retrenchment would be 
illegal and it would be taken as if there is no such order at all 
and in such a case such a retrenchment cannot be given effect 
to at all in any manner whatsoever. But in view of the facts of 
the case on hand after this first party workman was appointed 
as part time sweeper the bank appointed the regular part time 
sweeper as per rules and posted to work at Bellare branch the 
first party workman could not have been continued but for 
failure to comply the mandatory requirement of Section 25F of 
the Industrial Dispute Act his retrenchment becomes in 
operative, but, at the same time as there was no scope to 
continue his job, as laid down by the Honble Supreme Court 
in the case of Sr. Superintendent Telegraph(traffic)Bhopal Vs. 
Santhosh Kumar Seal & Others reported in 2010(2)SC Cases 
(L&S) 309 & (2010)6 SCC 773 relied by the learned advocate 
appearing for the first party, Relief of reinstatemenl/restoration 
of job and back wages cannot be said to be justified and 
instead monetaiy compensation would serve the ends of 
justice. In the present case having regard to the period of 
work done by the first party workman to the extent of 2 years 
9 months and the consolidated wages he was entitled to, I feel 
it just and appropriate to award compensation of Rs.25000 to 
the first party workman for violation of the mandatory 
provisions of Section 25F of the Industrial Dispute Act by the 
management/second party. In the result I pass the following 
Award. 

AWARD 

The reference in CR No. 19/2001 is rejected, whereas, 
the reference in CR No.60/2001 is partly allowed directing 
the second party to pay the first party workman 
compensation of Rs. 25000 in lieu of relief of reinstatement 
and back wages for violation and contravention of the 
mandatory provisions of Section 25F of the Industrial 
Dispute Act. Under the circumstances the parties are 
directed to bear their own costs. The payment so ordered 
shall be made within one month from the date of notification 
of the award failing which same shall cany interest at the 
rate of 9 percent per annum. 

(Dictated to PA transcribed by her corrected and signed 
by me on 18-09-2012). 

S.N. NAVALGUND, Presiding Officer 
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TR, 3TJMFT StftpfTR) 
New Delhi, the 23rd October, 2012 

S.O, 3421.— In pursuance of Section 17 of the 
Industrial Disputes Act, 1947 the Central Government 
hereby publishes the award (Ref. 10/2008) of the Central 
Government Industrial Tribunal/Labour Court, Bangalore 
now as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
Oriental Bank Of Commerce and their workman, which was 
received by the Central Government on 08-10-2012. 

[No. L-12015/l/2006-IR(B-II)] 
SHEESH RAM, Section Officer 


ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
IND U.STRIAL TRIBUN AL-CUMLABOUR COURT, 


BANGALORE 


Dated: 17-09-2012 

PRESENT 

Shri S.N. NAVALGUND Presiding Officer 


CR.No. 

I Party 

Shri D. Varman, 

S/o Dhanakoti, 36, 
Chakravarthy Lay Out, 
2nd Main, 3rd Cross, 
Palace Cross Road, 
Bangalore 560020 


10/2008 
II Party 

The Chief Manager, 
Oriental Bank of Commerce, 
No. 26, HJC Chambers, 
Richmond Road, 

Bangalore. 


AWARD 

1. The Central Government by exercising the powers 
conferred by clause (d) of sub-section (1) and Sub section 
2A of Section 10 of the Industrial Disputes Act, 1947 (14 of 
1947) has referred this dispute vide order No. L-12015/1/ 
2006-IR(B-II) dated 13-02-2008 for adjudication on the 
following Schedule: 
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SCHEDULE 

Whether the action of the management of Oriental Bank 
of Commerce in terminating the services of Shri D. Varman, 
Temporary Peon/sub staff w.e.f. 6-09-1997 is legal and 
justified” If not, to what relief the concerned workman is 
entitled?” 

Z While registering the reference in CR No. 10/2008 on 
the file of this court notices were issued to both the parties 
and they entered their appearances through their respective 
advocates and filed claim statement and counter statement. 
In the claim statement filed by the first party he claim that 
he ^as appointed as sub staff by the second party bank 
during March 1993 on temporary basis and that from there 
onwards continuously he worked till 6-09-1997 on which 
day he was refused work. He further asserting that he having 
worked for more than 240 days continuously refusing him 
work from 6-09-1997 without complying the provisions of 
Section 25B (it appears it ought to have been 25F and 
mentioning as 25B a typographical error) amounts to illegal 
retrenchment as defined under Section 2(oo) of the 
Industrial Dispute Act. Thus he has prayed to direct the 
second party to reinstate him into service with continuity 
of service, full back wages and all other consequential 
benefits. In the counter statement filed for the second party 
while denying that he has worked continuously from March 
1993 till 6-09-1997 contended since he has not worked for 
mone than 240 days continuously in any calendar year and 
intermittently his services were availed on daily wages on 
need basis, therefore, there is no illegal retrenchment as 
claimed by him and there was no need to comply the 
provisions of Section 25F of the Industrial Dispute Act. 

3. After completion of the pleadings the first party in 
order to substantiate his claim while filing his affidavit 
examining himself as WW1 subjected for cross examination 
for the second party counsel. Interalia on behalf of the 
second party while filing the affidavit of Assistant General 
Manager, Shri Jagat Kaushik examining him on oath as 
MW 1 legal notice of the first party dated 16-09-1997; reply 
to legal notice of the second party dated 24-10-1997; Order 
passed in Writ Petition No. 12763/1998 dated 8-06-1998; 
office copy of objection filed before conciliation office and 
Regional Labour Commissioner dated 13-02-2001 and 
attendance register maintained by the second part}' from 
September 1993 to October 1995 were got marked as Ex. M1 
to M5. After close of the evidence when the matter was 
posted for arguments the learned advocate appearing for 
the first party urged first party workman having worked 
more than 240 days in a calendar year and second party 
has failed to rebut his version by producing attendance 
register and vouchers towards payment made to him which 
are expected to be with the second party the first party has 
proved his case and is entitle for reliefs. Interalia the learned 
advocate appearing for the second party urged that the 


burden of proving that the first party worked continuously 
for a period of240 days in a calendar year being on him and 
inrespect of daily wages no attendance registers are 
maintained as such the first party is not entitle for any 
relief 

4. On appreciation of the pleadings and evidence 
brought on record by both the sides I have arrived at the 
conclusion of rejecting the reference for the following 
reasons: 

REASONS 

5. Admittedly there is no letter of appointment in favour 
of the first party and he has worked on daily wage basis 
claims that he continuously worked as an attender from 
March 1993 till 6-09-97 in respect of his claim that he 
continuously worked from March 1993 till 6-09-97 the date 
on which allegedly refused work except his self swearing 
statement on evidence is placed on record. In order to 
attract the provisions of Section 25F where a workman 
works continuously for a period of 240 days in a calendar 
year the employer is required to give one month notice in 
writing indicating the reasons for retrenchment or pay in 
lieu of such notice and also compensation equivalent to 15 
days average pay for every completed year of continuous 
service. In case the provisions of Section 25F are not 
compiled with it can be taken that his service is continued 
as the order of retrenchment would be illegal. In order to 
claim the benefit of Section 25F of the Industrial Dispute 
Act it is incumbent on the part of the workman to 
demonstrate to prove that in the preceding year of his 
termination he worked continuously for a period of 240 
days and he cannot rely on the weakness of the employer. 
In the case on hand the first party workman having 
miserably failed to demonstrate/prove that he worked 
continuously for a period of240 days preceding the alleged 
date of his termination of service the provisions of Section 
25F are not attracted and it cannot be said that refusing to 
give him work from 6-09-1997 is illegal retrenchment. Under 
the circumstances there is no substance in the claim of the 
first party and the reference is liable to be rejected. In the 
result I pass the following award. 

AWARD 

Ther reference is rejected holding that the action of the 
management of Oriental Bank of Commerce in terminating 
the services of Shri D. Varman, Temporary Peon/sub staff 
w.e.f. 6-09-1997 is justified and that he is not entitle for any 
relief 

(Dictated to PA transcribed by her corrected and signed 
by me on 17-09-2012) 

S.N. NAVALGUND, Presiding Officer 
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pT. T^l-42012/36/2005-3T^3TR(^3Tf-[I)] 
^T. T?T. 12HIW, 3T3«Jm 3lf^7rt) 
New Delhi, the 25th October, 2012 

S.O. 3422—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 08/2006) of the 
Central Government Industrial Tribunal-cum-Labour Court, 
Jaipur as shown in the Annexure in the Industrial Dispute 
between the management of Jawahar Navodaya Vidyalaya 
and their workmen, received by the Central Government 
on 25-10-2012. 

[No. L-42012/36/2005-IR(CM-II)] 
B M. PATNAIK, Section Officer 

ANNEXURE 

CENTRAL GOVERNMENT INDUSTRIAL 
TRIBUNAL-CUM-LABOUR COURT, JAIPUR 

Presiding Officer: Sh. N.K. Purohit 

I.D. 8/2006 

Reference No. L-42012/36/2005-IR(CM-II) 
dated: 1-12-2005 

Shri Rajendra Meghwal 

S/o Shri Kanwar Lai 

Through Joint Secretary 

H.M.S, Bengali Colony Chhawani, Kota (Raj.) 

V/s 

The Principal 

Jawahar Navodaya Vidyalaya 
Atru, Distt: Baran, Rajasthan-325218 
Present: 

For the applicant union: Sh. Kapil Sharma 

For the Non-applicant: Sh.V.S.Guijar 

AWARD 
24-9-2012 

1 . The Central Government in exercise of the powers 
conferred under clause (d) of sub-section 1 & 2 (A) of 
Section 10 of the Industrial Disputes Act, 1947 has referred 
the following Industrial dispute to this tribunal for 
adjudication:— 

4 2)M 6Z)}Z'1Z 


“Whether the action of the Principal, Jawahar 
Navodaya Vidyalaya, Atru, Dist Baran-325218 (Raj.) 
in terminating the services of Sh. Rajendra Meghwal 
S/o Sh. Kanwar Lai w.e.f. 20-11-2003 is legal and 
justified? If not, to what relief the workman is entitled 
to?" 

2. The workman in his claim statement has pleaded that 
he was employed by the non-applicant as daily wager helper 
on 1-7-98. Despite he had worked continuously during 
period 1 -7-98 to 19-11 -03 & had worked for more than 240 
days during said period, the non-applicant has terminated 
his services on 20-11-03 without assigning any reason. 
Thus, his termination amounts to retrenchment u/s 2(oo) 
of the I.D.Act. He has further pleaded that no notice or pay 
in lieu of notice and compensation was given to him, 
therefore, his termination is in violation of Section 25-F of 
the I.D.Act The workman has alleged that at the time of his 
termination, juniors to him viz . Ramkaran, Rambabu, Pawan 
Sharma, Omprakash, Manohar, Bhuribai, Bharosibai were 
in the job. Therefore, his termination was also in violation 
of Section 25-G of the I.D.Act. He has further alleged that 
no seniority list was prepared before terminating his services 
& new hands were given recruitments without affording 
any opportunity of re-employment to him, therefore, the 
non-applicant has also violated the provisions of Section 
25-H of the I.D.Act. The workman has prayed to reinstate 
him with back wages & all consequential benefits. 

3. In reply, while denying the claim of the workman, the 
non-applicant has averred that the workman was allowed 
to work as daily wager worker for mess work on the basis 
of application submitted by him on 26-10-03. He was allowed 
to work up to 30-4-04 only. His appointment was for a 
specific period and on fixed amount. The non-applicant 
has also averred that the workman remained absent without 
any information on 17-11-03 & 18-11-03. He submitted an 
application on 19-11-03 stating therein that he would not 
repeat such mistakes. Thereafter, he remained absent on 
20-11-03. An opportunity was provided to him vide letter 
dated 5-12-03 to resume his duties within three days from 
the receipt of the letter but the workman did not turn up. 
The non-applicant has averred that the workman did not 
work for more than 240 days, therefore, provisions of Section 
25-F are not attracted. Since, the workman was employed 
for a particular period, his termination does not amount to 
retrenchment in view of the provisions u/s 2(oo) (bb) of 
the I.D.Act. 

4. The non-applicant has also averred that the persons 
said to be junior to the workman were not the employees 
of the non-applicant. They were employees of contractor, 
therefore, provisions of Section 25-G are also not attracted. 
The non-applicant has also raised preliminary objections 
regarding maintainability of the claim of the workman on 
the ground that non-applicant is not an ’industry’ within 
the meaning of 2(j) of the I.D.Act. 




5. In rejoinder, the workman has only reiterated his earlier 
averments made in the claim statement. 

6. In evidence, the workman has tiled his affidavit 
whereas the non-applicant has filed the counter affidavit 
of Shri Pep Singh Rajawat, Principal, JNV, Atru. 

7. In documentary evidence, the workman has filed 
documents Ex. W-l to Ex. W-4 pertaining to conciliation 
proceedings before the ALC( C), Kota. The non-applicant 
has also filed documents Ex. M-l to Ex. M-4 in support of 
their case. 

8. In view of the pleadings of both the sides, the 
following questions crop-up for consideration:— 

i. Whether the workman had worked during period 
1 -7-98 to 19-11 -03 as daily wager helper and whose 
services have been terminated on 20-11-03 in 
violation of Section 2 5-F of the ID.Act? 

ii. Whether at the time of terminating services of the 
workman persons junior to him were retained in 
violation of Section 25-G of the I.D.Act? 

iii. Whether fresh hands were given recruitment after 
terminating services of the workman without 
affording opportunity of re-employment to him in 
violation of Section 25-H of the I.D.Act? 

iv. Whether the non-applicant establishment is an 
'industry' u/s 2(j) of the I.D.Act? 

v. To what relief the workman is entitled to? 

Point No. I 

9. The workman has deposed that despite he had worked 
continuously as daily wager helper during period 1 -7-98 to 
19-11-03 and had worked for more than 240 days; his 
services have been terminated on 20-11-03 without 
assigning any reason and without any notice. 

10. The management witness has denied that the 
workman had worked for more than 240 days. He has 
stated that the workman was appointed on 26-10-2003 for a 
specific period and he was allowed to work as daily wager 
helper for mess work up to 30-04-2004 but he remained 
absent on 17-11-03, 18-11-03-Thereafter, on 19-11-03 he 
submitted an application Ex-M-2 stating therein that in 
future he would not repeat such mistake but on next date 
i.e. 20-11-03 he did not turn up. Vide letter dated 5-12-03 he 
was asked to join duty within three days. Thereafter, 
reminder dated 16-1 -03 (Ex. M-3) was also given but he did 
not resume duty. 

11. The learned representative for the workman submits 
that admittedly the workman has worked as daily wager 
helper in the mess of the non applicant. The workman has 
Stated in his affidavit that he has worked during period 
1-07-98 to 20-11-03. The non applicant has not produced 
any record to show that the workman had not worked during 


said period. The workman has denied his signature on 
Ex. M-l and Ex. M-2 and has also denied that he had 
received letters Ex. M-3 and Ex. M-4. He further contends 
that on the basis of the evidence adduced by the w orkman 
it is established that he had worked during said period and 
had worked for more than 240 days. Therefore, his 
termination was in violation of Sec. 25 (0 of the I.D.Act. 

12. Per contra, the learned representative for the non¬ 
applicant has said that it is evident from the document 
Ex. M-l that the workman was engaged on 26-10-03 for a 
fixed period up to 30-4-04 only on a fixed amount, therefore, 
as per provisions of Section 2(oo)(bb), his termination does 
not amount to retrenchment. Further, the workman himself 
did not turn up from 20-11-03. From documents Ex. M-3 
and Ex. M-4, it reveals that despite opportunity provided 
to the workman to resume his duty he did not turn up. The 
workman has not produced any documents to show that 
he had worked prior to 26-10-03 

13. I have given my thoughtful consideration to the 
rival submissions from both the sides. 

14. Initial burden was on the workman to prove that he 
had worked continuously for 1 year without any 
interruption or he had worked for at least 240 days during 
preceding 12 months from the date of his termination i.e. 
30-11-03. 

15. The workman has produced his affidavit & 
documents Ex. W-l to Ex. W-5 in support of his claim. 
Ex. W-l is a copy of application dated 30-12-03 submitted 
before ALC (Kota) and Ex. W- 2 is reply of the non applicant 
submitted in respect of said application. Ex. W-3 is the 
copy of the rejoinder submitted by the workman and 
Ex. W-4 is counter reply in respect of the rejoinder. Ex. W-5 
is failure report of the ALC dated 10-02-05. The record 
produced by the workman is pertaining to conciliation 
proceedings before ALC(C), Kota. Except his own 
statement, the workman has not adduced any other 
evidence to establish that he had worked for more than 240 
days during preceding 12 months from the date of his 
alleged termination. 

16. The case of the non applicant is that the workman 
was engaged as daily wager for a specific period i.e. 26-10- 
03 to 30-04-04 but he himself did not turn up from 20-11 -03. 
Further, since he was employed for a fix period as per Section 
2 (oo) (bb) of the I.D, Act his termination does not amount 
to retrenchment. In this regard decision rendered in (2006) 
13 SSC 15 has been relied on. 

17. Non applicant has produced copy of an application 
said to be made by the applicant addressed to the principal 
dated 26-10-03. Upon perusal of the said application it 
reveals that the workman made request to engage him at 
the mess of the non applicant on 26-10-03 and on the said 
application an order was passed to engage him as daily 
wager for mess work. His appointment was for period 
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26-10-03 to 30-04-04 and the workman has accepted the 
terms of the employment. The non- applicant has also 
produced copy of application dated 19-11-03 Ex. M-2 and 
according to non-applicant the said application was 
submitted by the workman regarding his absence during 
period 17-11 -03 to 18-11 -03. Ex-M-3 is copy of letter dated 
18-11 -03 addressed to the workman whereby he was asked 
to join duty and Ex. M-4 is reminder dated 5-12-03 in this 
regard. 

18. The management witness Shri Pep Singh has stated 
that Ex. M 1 to Ex. M4 are documents of the school. The 
workman in his cross examination has stated that 
application dated 26-10-03 was not submitted by him. He 
has denied his signature on the said application. He has 
also stated that application dated 19-11-03 Ex. M2 to the 
principal was not submitted by him and he has denied his 
signature on the said application. He has also denied that 
letters dated 18-11-03 and 5-12-03 Ex. M4 and Ex. M5 
respectively were received by him. 

19. The workman himself has produced copy of the 
application dated 30-12-03 addressed to ALC (Kota) Ex. W1 
but in his cross examination he has denied that said 
application was submitted by him. He has denied his 
signature on the application submitted by him. Reply of the 
non applicant dated 3-03-04 Ex. W2 has also been submitted 
by the workman and Ex. W3 is rejoinder submitted by him in 
respect of said reply but he has stated that die said reply Ex. 
W2 was never made available to him. Thus, he has denied 
his signature even on the documents submitted and relied 
upon by him. Further, his signature on documents Ex. Ml 
and Ex. M2 resembles with the signatures on the documents 
submitted by him. In view of above, his statement that 
Ex. M 1 application was not given by him is not trustworthy. 

20. Upon perusal of the documents Ex. M 1 to Ex. M4 it is 
evident that workman was engaged on 26-10-03 as daily 
wager and had worked upto 19-11-03 only. The workman 
has not produced any documentary evidence to establish 
that he had worked during period 1-07-98 to 25-10-03. Since, 
he did not call for any record for the said period from non- 
applicant, no adverse inference can be drawn against non¬ 
applicant for not producing documents for the said period. 
On the basis of his own affidavit it is not established that he 
had worked during said period. Even if his contention that 
he himself did not left the job and his serves were terminated 
on 20-11 -03 is accepted, the workman has failed to establish 
that prior to his alleged termination on 20-11 -03 he had woriced 
at least 240 days during preceding 12 months. Therefore, 
provisions of Section 25-F of the I.D.Act are not attracted 
and resultantly this point is decided against the workman. 
Point No. II 

21. The workman has stated that at the time of his 
termination workmen S / Sh. Ramkaran, Rambabu, Pawan 
Sharma, Omprakash Manohar and Smt Bhuribai and Smt. 
Bharosibai etc. who were junior to him were in the 
employment of the non applicant. 


22. The management witness Shri Pep Singh Principal 
has stated that the persons said to be junior to the workman 
were not the employees of the non-applicant. They were 
the employees of the contractor and their services were 
provided by the contractor for casual work. 

23. Since the non-applicant has denied that junior 
persons to the workman were employees of non applicant, 
burden was on the workman to establish that the persons 
junior to him were employees of non applicant and they 
were in employment of the non-applicant at the time of 
the alleged termination on 20-11-03. Except his bald 
statement in his own affidavit there is nothing on record 
to substantiate his statement. Therefore, workman has 
failed to establish any violation of Section 25 (G) of the 
I.D.Act. 

Point No. Ill 

24. The workman has pleaded that after termination of his 
services new hands were recruited by the non-applicant 
without affording any opportunity of re-employment to him. 

25. To attract the provisions of Section 25 (H), the 
retrenchment of workman should be from the same category 
service from establishment in which fresh hands have been 
recruited. Neither in the statement of claim nor in his affidavit 
the workman has disclosed names of the persons allegedly 
recruited by the non-applicant in violation of Section 25-H 
of the I.D.Act. He has not adduced any evidence to 
substantiate his statement in this regard. Further, the 
workman has not adduced any evidence to establish that 
fresh hands were recruited in the same category in which 
he was working with the non-applicant. Thus, the workman 
has also failed to establish the alleged violation of 
provisions of Section 25-H of the I.D.Act. 

Point No. IV 

26. The learned representative for the non-applicant 
school contends that the JNV does not fall within the 
definition of Section 2 (j) of the Act and the vidyalaya 
being an educational institute, it is not commercial 
establishment. Countering it, the learned representative 
on behalf of the workman submits that as per legal 
proposition laid down in Banglore Water Supply case, the 
vidyalaya is also an 'industry' within the meaning of 2 (j) of 
the Act. In Banglore Water Supply case reported in 1978 
LLJ 349 (SC) the Hon’ble Apex court has observed and 
concluded that an educational institution is an industry in 
accordance with the parameters laid down by the Court. 
The relevant observation usefully quoted as below: — 

“The final ground accepted by the Court is that 
education is a mission and vocation, rather than a 
profession or trade or business. The most that one 
can say is that this is an assertion which does not 
prove itself. Indeed, all life is a mission and a man 
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without a mission is spiritually still-born. The high 
mission of life is the manifestation of the divinity 
already in man. To christen education as a mission 
even if true is not to negate its being an industry. We 
have to look at educational activity from the angle of 
the Act, and so viewed the ingredients of industry 
are fulfilled. Education is, therefore, an industry and 
nothing can stand in the way of that conclusion.” 

27. The observation made by the Hon’ble Apex Court 
lends support to the submission advanced on behalf of 
the workman and it is held that the non-applicant institution 
is an 'industry 1 as defined under Section 2 (j) of the Act. 
This point, therefore, is decided in favour of the workman. 

Point No. V 

28. In view of the conclusions drawn in respect of point 
nos. 1, II and III, the workman has failed to establish any 
violation of the provisions of Section 25-F ,25-G and 25-H 
of the I.D.Act by the non-applicant. Thus, the workman is 
not entitled to any relief. 

29. Accordingly, it is held that the action of the non¬ 
applicant in terminating the services of the workman from 
20.11.2003 is justified and legal. Resultantly, the workman 
is not entitled to any relief. The reference under adjudication 
is answered accordingly. 

30. Award as above. 

N. K. PUROHIT, Presiding Officer 
25 3*^, 2012 

’FT.anr. 3423.—srfafWT, 1947 (1947 
14) SJRT 17 ^ ^ 

4><N aflalPra STfWTOSR 

w wn 52 / 2006 ) wftra 

25-10-2012 

[41^1-22012/131/2005-371^ 3TR (#TiHI)] 

•q^rrw, 3T5WI siftrernt 

New Delhi, the 25th October, 2012 

S.O.3423.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 52/06) of the Central 
Government Industrial Tribunal-cum-labour Court, Kanpur 
as shown in the Annexure, in the industrial dispute between 
the management of Food Corporation of India, and their 
workmen, received by the Central Government on 
25-10-2012. 

[No. L-22012/13 I/2005-IR(CM-II)] 
B, M. PATNAIK, Section Officer 


ANNEXURE 

BEFORE SRI RAM PARKASH, HJS, PRESIDING 
OFFICER, CENTRAL GOV ERNMENT INDUSTRIAL 
TRIBUNAL-CLTVI-LABOUR COURT KANPUR 

Industrial Dispute No. 52 of 06 

Between— 

Sri Hazimaseetuilab, 

Son of late Mastu Mohd. Sahukara, 

Bilaspur, 

District Rampur. 

And 

District Manager, 

Food Corporation of India, 

Moradabad U.P. 

Moradabad. 

AWARD 

1. Central Government Mol, New Delhi, vide notification 
No, L-22012/131 /2005-IR (CM-II) dated 31-07-2006, has 
referred the following dispute for adjudication to this 
tribunal— 

2. Whether the action of the management of Food 
Corporation of India, on imposing the penalty of dismissal 
on Sri Hazimasitullah, with effect from 05-01-04 on the 
charges of misconduct leveled against him vide charge 
sheet dated 18-11 -2002 is legal and justified? If not to what 
relief the concerned workman is entitled to? 

3. Brief facts are— 

4. It is stated that the claimant was engaged/employee 
as a labor mate in the year 1972, under the contract labour 
system with the opposite party. In the year 1986, the 
contract system was abalished and the claimant became as 
a regular employee of the opposite party on the post of 
Sardar under DPS System. Thereafter he was continuously 
working under the opposite party. On 16-10-2000, he fell ill 
and he sent an information on vide annexure-1, thereafter 
he continuously sent the intimation vide annexures 2-38. 
Thereafter the opposite party issued him a letter demanding 
his explanation vide letter dated 4-05-02 which was replied 
by him on 18-05-02. Thereafter he used to sent the intimation 
of his illness vide registered post, copy of which is filed as 
annexure 39-40. 

5. This is an admitted fact that thereafter the opposite 
party again sent a letter dated 6/8 July, 2002, wherein it was 
directed that the claimant should produce himself before 
the CMO District Hospital Rampur and obtain a certificate 
of his illness. 

6. On which the claimant appeared before the CMO, 
but the CMO stated that they can only issue a certificate 
of fitness but of illness. 
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7. It is also an admitted fact that the opposite party, 
thereafter issued a charge sheet dated 2-8-02 which was 
replied by the claimant vide letter dated 9-9-02. It is also 
admitted that the opposite party cancelled the previous 
charge sheet and issued another charge sheet under Model 
Standing Order vide letter dated 18-11-02. It is alleged that 
the opposite party did not disclose the reason for the 
cancellation of the first charge sheet. Claimant sent 
several letters asking the opposite party to explain the 
reason for the cancellation of the charge sheet but they 
did not reply. Thereafter the claimant was informed of 
the appointment of the enquiry officer and claimant was 
asked to appear and participate in the inquiry. He appeared 
before the inquiry officer, he again sought the reasons 
and record which was not made available to him as was 
desired by him. 

8. It is alleged that on 13-08-03, the claimant was 
directed to put the signature and he was orally informed 
that the domestic inquiry has been concluded whereas his 
application was not disposed off till that date. During this 
period the opposite party did not produced any relevant 
documents before him. He was also not permitted to 
produce his defense. No witness was produced during the 
inquiry by the opposite party therefore, the domestic 
inquiry conducted by the opposite party is against the 
principles of nature justice and the inquiry officer has acted 
on the advice of the management as an agent of the 
employer. 

9. Thereafter the inquiry officer sent his inquiry 
findings along with annexure vide letter dated 20-10-03, 
along with 14 documents, whereas no such documment 
was produced before him. Claimant sent the reply to the 
inquiry officer but it was not replied, thereafter management 
issued a letter in the nature of show cause notice showing 
him that he has been found guilty under the Standing Order 
of Industrial Employment (Central) Rules, 1946 vide section 
13/3 and other sections. This show cause notice was replied 
by the workman, but the management ingnoring the real 
facts has terminated his Services vide letter dated 05-01- 
04. Thereafter c laimant moved an application by registered 
post to the opposite party but it was not replied. 


13. Opposite party has filed the written statement. It is 
alleged that the workman had been absent since 14-IQ- 
2000 from his duty. His application paper no. 26/4 dated 27- 
10-2000 was received in the office' /herein the claimant had 
stated that he had been suffering since 16-fo-2000. 
Thereafter he sent another application on 25-11-2000 along 
with medical certificate dated 18-11-2000. Thereafter the 
opposite party issued a letter to the claimant dated 4-5-02 
asking to explain the reasons. Before this another letter 


dated 30-04-02 was also issued upon which the claimant 
replied vide letter dated 18-05-02. Thereafter the claimant 
also sent another letter dated 21 -5-02 along with a medical 
certificate. Finding that there is no reason for his absence 


the opposite party decided to issue a charge sheet. The 
claimant replied this charge sheet. At the initial stage the 
opposite party had issued a charge sheet under the Certified 
Standing Orders which was letter on cancelled and another 


charge sheet under Industrial Employment (Standing 
Orders) Central Rules 1946. was issued. This copy was 
sent to the claimant. It is alleged that the second charge 
sheet issued to the claimant was self explanatory and 
contain entire facts, it is stated that the claimant was not 
himself taking any interest in the conduct of the domestic 
inquiry but was applying delaying tactics. 


14. He was given full opportunity to defend his case. 
Management did not acted malafidely in appointing the 
inquiry officer or the inquiry officer did not act under the 
influence of the management, therefore the management 
followed the principles of natural justice in conducting the 
domestic inquiry. 


15. The claimant has not shown any reason or 
satisfactory explanation for his long absence from duty, so 
after the inquiry then the management was satisfied with 
the report of the inquiry officer the disciplinary authority 
issued him a show cause notice and thereafter passed the 
termination order. After a long time the claimant instead of 
filing any appeal had moved a representation which was 
beyond the power of the disciplinary authority to consider 
his representation. Instead of availing the departmental 
remedy moved a dispute before the ALC and which was 
referred to this tribunal. 


10. It is alleged that the rule under certified standing 
order are applicable on the workman and not under Model 
Standing Orders. 

11. It is also alleged that he had been an active worker 
of the union so number of writs were filed by the workers 
union during this period the opposite party had pressurized 
him to with draw petitions and when the writ petition were 
not withdrawn the opposite party threatened to bear the 
consequence and due to this the opposite party has acted 
malafide and terminated his services. 

12. Therefore he has prayed that the order of 
termination be declared invalid and he should be reinstated 
in service with all consequential benefits. 


16. It is also stated that during his absence it is alleged 
to his illness the claimant has been actively involved in the 
union activities as also admitted by him, therefore, he is 
not entitled for any relief and the claim petition is liable to 
be dismissed. 

17. Claimant has filed the documents along with claim 
statement in the shape of annexure which are from 1—60. 

18. Opposite party has also filed the documents seriating 
no. 1 to 30 vide list 9/1-2. They have also filed 3 documents 
which are paper number 26/3-5. they have also filed the 
inquiry proceedings and the report of the inquiry officer in 
original. 

19. Both the parties have adduced oral evidence. 
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20. I have examined the oral as well documentary 
evidence thoroughly. 

2 l^first of all in the given circumstances 1 would like to 
see whether a proper domestic inquiry has been conducted 
by the opposite party or not as alleged by the claimant that 
no proper inquiry has been conducted. 

22. It is contended that even no witness has been 
produced during the inquiry by presenting officer. I have 
gope through the inquiry report. This contention of the 
claimant is having a force; therefore, in my view also no 
proper inquiry can be conducted unless some witness of 
facts or record is produced before the inquiry officer. The 
Presenting officer or the inquiry officer cannot take the 
cognizance of record unless there is a statement to that 
effect and an opportunity is given to the opposite party to 
cross such witness. This is a fact that such type of 
procedure has not been followed in the present case by 
the inquiry officer. Even the inquiry officer did not appear 
before tribunal to explain the circumstances. 

23. So considering the facts and circumstances of the 
case I am of the view that a proper and fair inquiry was not 
conducted and inquiry has been found vitiated. 

24. In this case the opposite party has also been given 
an opportunity to produce the evidence and to establish 
tho charges and to prove and establish the charges against 
the claimant before the tribunal and these opportunities 
were given to both the parties to establish their respective 
cases before the tribunal. 

25. Opposite party has adduced Sri Amrit Lai Shethy 
who is the Regional Manager in Food Corporation of India 
who has stated on oath who has stated that he is well 
versed with the facts of the case and record of the case. He 
stated that the claimant has been absent from his duties 
since 14-10-2000. His first application was received which 
is dated 27-10-2000 where in it is alleged that the claimant is 
suffering from seasonal fever from 16-10-2000 and he will 
join the duty whenever he will be fit. There was no medical 
certificate along with this application. He sent another 
application dated 25-11 -2000 alleging that he is suffering with 
effect from 17-10-2000 and he will join the duty whenever 
he will be fit. There is a medical certificate along with this 
application dated 18-11-2000 which is paper no. 26/3. 

26. This certificate does not bear of the stamp of any 
doctor and also that it is not on the letter Pad of any doctor. 
The illness shown is dysentery and viral fever. 

27. It is stated that none of these letters show that how 
many days of leave is required by the claimant. It is 
contended that the claimant has alleged to have written 
several letters and photocopies of those letters have been 
filed on the record of the file though all such letters have 
never been received. For a moment if I take the cognizance 
of these applications, none of the applications is specific. 
In none of these applications it is not at all clear as in which 


form the applicant is claiming his leave due to him under 
service rules. 

28. In the end the claimant has filed his reply vide letter 
dated 21-5-02 along with a medical certificate and these 
papers are 9/13-14. I have also gone though this medical 
certificate. It appears to me that it is in a very rough state. 
It is written public nursing home but there is no address of 
such nursing home. It is also not on letter head of a doctor. 
It also state that the claimant has been under his treatment 
from 17-10-2000, whereas another certificate filed by the 
claimant himself which is paper no. 9/8 which is of another 
doctor name not known as per above document who has 
also shown that the claimant was under his treatment from 
17-10-2000 which absolutely appears to be contradictory 
and it can hardly be believed that a patient on the same 
date how can be under the treatment of two doctors as per 
own documents filed by the claimant himself. 

29. It is contend by the authorized representative for the 
opposite party that the claimant has not denied his long 
absence from duty. The long absence was for a valid reason, 
to prove this fact the burden was on the claimant and the 
claimant has not discharged his burden even before the 
tribunal. I find force in the contention of the opposite party. 

30. The claimant did not adduce such evidence which 
could be acceptable that he was absenting from his duties 
with effect from 14-10-2000;due to some serious illness and 
he was under treatment under a recognized doctor. 

31. In his evidence as W. W. 1 he did not whispered even 
a signle word regarding his single illness or the treatment 
which was received by him on the recommendations of the 
treating doctors. Further the document filed by the claimant 
had also not been proved by summoning the doctors before 
the tribunal therefore they are in the eye of the tribunal not 
to be a documents to be accepted as a piece of evidence. 

32. On the basis of above it is concluded that the claimant 
has failed to prove his case by adducing leading and 
convincing evidence that his absence from duty was 
authorized and that he has been removed from the services 
of the opposite party illegally, 

33. On the contrary it has been found by the tribunal on 
the basis of above discussion that the management has 
not acted arbitrary or acted in an illegal manner while 
awarding the punishment of dismissal to the workman from 
the service of the management. 

34. Not but the least it may be pointed out here that 
there was one more contention of the claimant that he was 
governed by certified standing order for his misconduct 
and not by Industrial Employment (Standing Order) Central 
Rules 1946. M.W. 1 in his statement on oath has specifically 
stated that the claimant was governed under industrial 
Employment (Standing Orders) Central Rules 1946, and the 
claimant has not confronted witness on this point. 
Therefore, there is no force on this contention of the 
claimant on this point. 
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35. Therefore the reference is answered against the 
workman and in favour of the management holding that 
the workman is not entitled to any relief pursuant to the 
present reference. 

RAM PARKASH, Presiding Officer 
RcCfi, 25 2012 

3424.—aflolRwi 37faf=m, 1947 (1947 

14) m tmr 17 ^ 3733701 4, 

Wlcfa ^ 7TO: ft 41 -4 +7 37t7T^4i4<*>Kl 3734 * 7 ^ 

fqq«;4 ^^<1 *R<t>R sfratfr^ 37f4*fiTOT/9R 
■^JpjT^rc, 2/2010) 

t, # 25-10-2012 ura fan «n 1 

[4. TTcT-22012/49/2009-371^ 37TC (77^-11)] 
t^T. 'M<dHI<44i, 373WT 3TftFFTCt 
New Delhi, the 25th October, 2012 

S.O. 3424. — In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 2/2010) of the 
Cent. Govt. Indus. Tribunal-cum-Labour Court, 

Bhubaneswar as shown in the Annexure, in the industrial 
dispute between the management of Ananta OCP of MCL, 
and their workman, received by the Central Government on 
25-10-2012. 

[No. L-22012/49/2009-IR(CM-II)] 

B.M. PATNAIK, Section Officer 
ANNEXURE 

CENTRAL GOVERNMENT INDUSTRIAL TRIBUNAL- 
CUM-LABOUR COURT, BHUBANESWAR 

Present: 

Shri J. Srivastava, 

Presiding Officer, C.Gl.T.-cum-Labour 
Court, Bhubaneswar. 

INDUSTRIAL DISPUTE CASE NO. 2/2010 

Date of Passing Award-27th September, 2012 
Between: 

The Project Officer, 

Ananta OCP of MCL, 

South Balanda, Distt. Angul. 

... 1 st Party-Management. 

(And) 

Their Workman represented through the General 
Secretary, Talcher Koila Khani Mazdoor Sangh, At. Jumde 
Bhavan, P.O. South Balanda, Distt. Angul-759116. 

... 2nd Party-Union. 


Appearances: 

Shri Rajat Kr. Senapati, ... For the 1 st Party- 

Auth. Rep. I Management. 

Shri Mohan Nayak, ...j For the 2nd JParty- 

EC member and State Un ion. 

Secretary. 

AWARD 

A reference under clause (d) of sub-section (1) and sub¬ 
section (2 A) of Section 10 of the Industrial Dispute Act 
has been sent to this Tribunal vide letter No. L-22012/49/ 
2009-IR (CM-II), dated 21-01 -2010 for adjudication of an 
industrial dispute existing between the management of 
Ananta OCP of MCL and their workman with regard to the 
following matter:— 

“Whether the action of the management for 
M/s. MCL for not giving protection in Category-V 
(Drill Operator) to Shri Padmanav Biswal w.e.f. 14-02- 
2007 after he met with an accident and allowed to 
join in duties on recovery is legal and justified? To 
what relief the claimant entitled for?” 

2. The 2nd Party-Union representing the case of the 
workman has stated in its statement of claim that the 
workman joined as Category-1 mazdoor on 16-1-1996 in 
Ananta OCP of Jagannath area of MCL. Subsequently he 
was promoted from Cableman Grade-E to the post of Drill 
Operator (Tr.) vide office order dated 27-11 -2004 and placed 
to the post of Drill Operator Category-V vide office order 
dated 9-8-2006 as per recommendation of D.P.C. He had 
been discharging his duties sincerely from the date of 
joining. On 26-2-2006 while working in the mines he 
suddenly met with an accident and was immediately 
hospitalized at Nehru Satabdi Central Hospital located at 
Talcher. Being serious he was referred to S.C.B. Medical 
College and Hospital, Cuttack. During treatment, below 
the knee portion of his right leg was amputed and he was 
kept on injury on duty (IOD) from 26-2-2006 to 13-2-2007 
by the management. After treatment the medical board of 
the management-company declared him fit to join the duty 
and he joined his duty on 14-2-2007. But before joining, the 
Project Officer of Ananta OCP issued an office order dated 
18-1 -2007 demoting him from his original cadre of Category- 
V to Categoiy-I without any notice under section 9-A of 
the Industrial Disputes Act which is totally illegal and 
unjustified. The workman represented against it, but the 
office order remained as it is. This resulted in heavy financial 
losses to the workman. Therefore he raised an industrial 
dispute before the Assisant Labour Commissioner (Central), 
Bhubaneswar, but having failed the present reference came 
up before this Tribunal. A prayer has been made to declare 
the action of the management demoting the workman from 
the post of Category-V to Category-I mazdoor as illegal 
and unjustified and direct the management to pay 
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differential arrear wages revised from time to time as per 
NCWA. 

3. The 1st Party-Management filed written statement 
denying all the allegations of the Union. It has stated that 
due to accident during the duty hour permanent disability 
of 5d% was caused to the workman. For the period of his 
treatment (IOD) he was paid full wages which he was getting 
immediately before the date of accident. An amount of 
Rs. 2,36,472 was also paid as compensation to him. Since 
the workman was found 50% disable after accident, the 
PPD board recommended him for “alternative Job”. A 
proposal was accordingly sent from Ananta OCP to Area 
Office to decide the nature of job to be given as alternative 
job to the workman and accordingly he was placed to work 
as Mazdoor, Category-I at Civil Maintenance Office, Ananta 
Vihar Colony with full protection of his pay. Since the loss 
of earning capacity has been compensated, the workman 
has to work in a reduced capacity commensurate with his 
capacity and skill, if he is not found fit for original job. 
However, the 1st Party-Management on compassionate 
and humanitarian consideration protected his last pay with 
annual increment at the rate 3% of the basic salary as per 
NCWA-VIII. As such there has not been done any injustice 
to the workman and the action taken by the management is 
legally justified. The office dated 18-1 -2007 has no effect to 
the workman as to his salary/wages. 

4. In its rejoinder the 2nd Party-Union has stated that 
the workman was authorized to operate drill/dozer in the 
mines of the 1st Party-Management as per office order 
dateid 27-11-2004 on recommendation of the selection 
contnittee being promoted for the post of Cableman Grade- 
E to the post of Drill Operator (Tr.), Further he was placed 
in the post of Drill operator. Category-V vide office order 
dateid 9-8-2006. His orignal job was to operate drill and he 
completed two years as Drill Operator Category-V. So his 
wag|es should be fixed in Grade-D excavation cadre as Drill 
Operator. As the wages are not fixed properly and he was 
demoted to reduced category he had to suffer heavy financial 
losses. 

4. Following issues were framed on the pleadings of the 
parties:— 

ISSUES 

1. Whether the action of the Management of 
M/s. MCL for not giving protection in Category-V 
(Drill Operator) to Shri Padmanav Biswai w.e.f. 14-02- 
2007 after he met with an accident and allowed to 
join in duties on recovery is legal and justified? 

2. To what relief the claimant entitled for? 

f. The 2nd Party-Union has examined the disputant 
woifkman Shri Padmanav Biswai as W.W.-l and filed three 
documents marked as Ext.-l to Ext.-3 in support its claim. 


6. The 1 st Party-Management has examined Shri Sisir 
Kumar Sahoo as MW.-l and filed six documents as 
annexures to his affidavit evidence. 

FINDINGS 

ISSUE NO. 1 

7. The facts involved in this case, as narrated above, are 
almost undisputed. The question giving rise to the dispute 
is whether the action of the 1st Party-Management in not 
giving protection in Category-V (Drill Operator) to the 
disputant workman with effect from 14-2-2007 when he 
joined his duties after recovery from his aliment is legal 
and justified. It is proved from the evidence of the parties, 
both oral and documentary, that the disputant workman 
was working as Drill Operator (Tr.) since before the date of 
accident he met with during duty hours. Subsequently on 
the recommendation of the D.P.C. he was placed to the 
post of Drill Operator, Category-V vide office order dated 
9-8-2006. Ext-2 filed in this regard by the 2nd Party-Union 
is alleged to be mistakenly issued by the 1st Party- 
Management in the case of the disputant workman as he 
was on IOD on the date of the issue of this office order. 
This appears to be true. Therefore it is apparent that the 
disputant workman could not join on the post of Drill 
Operator, Category-V as he was directed to work as 
Mazdoor Category-I vide pffice order dated 18-1-2007, 
(Ext.-3) being unfit for his original job of Drill Operator. 
Thus he was entitled to be placed on designation/grade/ 
category after being declared fit by the Medical Board on 
which he was working at the time of accident. His 
designation/grade/category should not have been changed 
to Mazdoor Category-I, though the work of that post/ 
category may be taken from him as he was declared unfit 
for his original job of Drill Operator. It is true that his salary 
and other monetary benefits have not been curtailed by 
the 1st Party-Management as has been reflected in the 
office order dated 18-1-2007 (Ext.-3). Even the disputant 
workman has admitted in his evidence as W, W -1 that 'prior 
to my accident whatever salary l was getting presently 
also l am getting same and similar wages as before. I got 
promotion to Drill Operator, Category-V after my accident. 
It is a fact that at present I am working in Category-1 and 
getting my wages in Category-V. I have not way affected in 
the reversion as 1 am getting same and similar salary as 
before.” Therefore in my considered opinion the 1st Party- 
Management has done injustice to designate the disputant 
workman after he joined his duties on 14-2-2007 as Mazdoor 
Category-1, instead he should have been designated as 
Drill Operator (Tr.) on which post he was working since 
before the date of accident. Issue No. 1 is decided 
accordingly. 

ISSUE NO. 2 

8. In view of my findings recorded above under Issue 
No. 1 the disputant workman Shri Padmanav Biswai is 
entitled to be designated in the same post where he was 


» 









.. 


MMMIHMMIII Ml 




"f 


• Mt 


piPTii-ro3(ii)i 


"IRft^l 1NR31 : >iqMK 17, 2012/yit^> 26, 1934 


8217 


working since before the date of accident. His claim for 
differential arrear wages is disallowed as he is getting same 
and similar wages as before, as per his own admission. 

9. The reference is answered accordingly. 

Dictated and corrected by me. 

JITENDRA SRIVASTAVA, Presiding Officer 
ftvcfl, 25 2012 

^T-3R 3425.—3)|sfrP|eh 3?fafWl, 1947 (1947^7 

14) ^ urcr 17 Tfr 375^3, ^*1 W4>K ^ 

WtRR FTOft'4ls»14>1[ SpfSht^ 
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[77. 7^-42012/192/2005-37^ 37R (#3*7-11)] 
#. T**T. McHI^'^Wl STfaqT# 
New Delhi, the 25th October, 2012 
S.O. 3425 .—In pursuance of Section 17 of the 
Industrial Disputes Act, 1947 (14 of 1947), the Central 
Government hereby publishes the Award (Ref. No. 75/06) 
of the Central Government Industrial Tribunal-cum-Labour 
Court No. 2, New Delhi as shown in the Annexure, in the 
industrial dispute between the management of CP WD, and 
their workmen, received by the Central Government on 
25-10-2012. 

[No. L-42012/192/2005-IR(CM-II)] 
B. M. PATNAIK, Section Officer 
ANNEXURE 

IN THE COURT OF SHRIS ATN AM SINGH, 
PRESIDING OFFICER, CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT-H 
ROOM NO. 33, BLOCK-A, GROUND FLOOR, 
KARKARDOOMA COURT COMPLEX, 
KARKARDOOMA, DELHI-110032 
ID No. 75/06 
In the matter between : 

Shri Abdul Wahab, 

C/o The General Secretary, 

All India(CPWD,MRM), 

Karamchari Sangathan, 

4823, Balbir Nagar Extension, 

GaliNo. 13, 

Shahdara, Delhi-110032 ....Workman 

Versus 

The Executive Engineer (E), 

Electrical Division-9, 

CPWD, East Block, 

R.K. Puram, New Delhi. ....Management 

AWARD 

The Central Government, Ministry of Labour vide Order 
No. L-42012/192/2005-IR (CM-1I) dated 25-08-2006 has 
referred the following industrial dispute to this Tribunal 
for adjudication: 

4214 


“Whether the demand of the Union for regularizing 
and placing Shri Abdul Wahab in highly skilled 
category w.e.f. 15-1-1977 is legal and justified? If yes, 
to what relief is the workman entitled?” 

2. The workman filed his statement of claim. Written 
statement was filed by the management. Thereafter, the 
workman also filed replication. This case was posted of 
workman’s evidence. However, before the parties could 
conclude their evidence in this case, they have amicably 
settled the matter out of court. They have filed terms of 
settlement arrived at between the parties which were 
reduced into writing. The terms of settlement have been 
signed by the workman, Mr. Satish Kumar General 
Secretary of All India CPWD Karamchari Sangathan as 
well as by Mr. Ashok Aggarwal, Executive Engineer, 
Electrical Division CPWD East Block, R.K. Puram, New 
Delhi. As the matter has been amicably settled between 
the parties, award in terms of the settlement arrived at 
between the parties which shall form part of the award is 
passed in this case and the reference stands disposed of 
accordingly. 

Dated: 12-09-2012 

SATNAM SINGH, Presiding Officer 
Form H 

Form for Memorandum of Settlement 
ID No. 75/2006 

Memorandum of settlement between the Management 
of CPWD and All India CPWD (MRM) Karamchari 
Sangathan, House No. 4823, Gali No. 13, Balbir Nagar 
Extension, Shahdra, Delhi-110032 under Section 12(3) 
read with Section 18(3) of Industrial Disputes Act, 1947 
before Shri Satnam Singh, Presiding Officer, Central Govt. 
Industrial Tribunal-Cum-Labour Court No. 2, Room No. 
33, KarkardoomaCourt, Delhi on 08-05-2012. 

Name of the Parties: 

Representing Management: 

Shri Ashok Aggrawal 

Executive Engineer, Electrical Division-9, CPWD 
East Block, R. K. Puram, New Delhi 

Representing Union: 

Mr. Satish Kumar, General Secretary 

All India CPWD (MRM) Karamchari Sangathan 

House No. 4823, Gali No. 13, 

Balbir Nagar Extension, Shahdra, Delhi-110032 

Short Recital of the Case 

All India Central PWD (MRM) Karamchari Sangathan 
filed an ID Case vide No. 75/2006 against the Executive 
Engineer, Electrical Division-9, CPWD, East Block, 
R. K. Puram, New Delhi over the matter of regularization 
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and placing Shri Abdul Wahab in highly skilled category 
w.e.f. 15-1 -1977 with all consequential benefits. 

Notices were issued to the parties and they have filed 
Statement of Claims, Written Statement and Rejoinder. After 
prolonged and protracted discussions between the parties 
on the said issues on various dates, the disputes have 
been resolved amicably on the following terms of 
settlement: 

Terms of Settlement 

1. The Management have made the necessary entries 
with respect to muster-roll service rendered by the 
workman w.e.f. 15-1-77 to 10-8-83 in the Service 
Book of the workman Shri Abdul Wahab, Tumor as 
per order of Director General of Works, CP WD vide 
No. 19/77/2000-EC-X dated 26-6-2006 or the purpose 
of calculation of gratuity and pensionary benefits. 
The copy of the proof of entry made in Service 
Book is enclosed herewith as Anncxure-1. 

2. That workman Shri Abdul Wahab on his 
satisfaction has accepted the above action of the 
management and is agreed to withdraw his case 
and shall not claim anything on account of his 
muster-roll period service. 

3. That in light of the above facts, the matter stands 
settled. 

This Memorandum of Settlement is signed on this 
8-5-2012 at Delhi. 

Signature of the Parties : 

Representing Representing Workman 
Management Union 

-Sd- -Sd- -Sd- 

fycecutive Engineer (Satish Kumar) (Abdul Wahab) 
Electrical Division-9, General Secretary Turner 
CPWD East Block, All India CPWD 
RKPuram, (MRM) 

New Delhi Karamchari Sangathan 

Witnesses: 

1. -Sd- 

2. -Sd- 

26 2012 
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New Delhi, the 26th October, 2012 

S.O.3426.— In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Centra] Government 
hereby publishes the Award (Ref. No. 27/2003) of the 
Central Government Industrial Tribunal-cum-labour Court, 
Jabalpur as shown in the Annexure, in the industrial dispute 
between the management of Rewa Sidhi Gramin Bank and 
their workmen, received by the Central Government 
on 26-10-2012. 

[No. L-12012/219/2002-IR(B-I)] 
RAMESH SINGH, Desk Officer 
ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT, 
JABALPUR 

No. CGIT/LC/R/27/2003 

Presiding Officer ; Shri Mohd. Shakir Hasan 

Shri Ram Milan Kushwaha, 

S/o Shri Lolar Prasad Kushwaha, 

Vill & PO Karthua, Tehsil Chitrangi, 

Sidhi (MP) ...Workman 

Versus 

Branch Manager, 

Rewa Sidhi Gramin Bank, 

Branch Karthua, Tehsil Chitrangi, 

Distt. Sidhi (MP) ...Management 

AWARD 

Passed on this 11th day of October 2012 

1. The Government of India, Ministry o Labour vide 
its Notiication No. L-12012/219/20O2-IR(B-I) dated 
26-12-2002 has referred the following dispute for 
adjudication by this tribunal:— 

“Whether the action of the management of Rewa 
Sidhi Gramin bank in terminating the services of Shri 
Ram Milan Kushwaha, S/o Lolar Prasad Kushwaha 
w.e.f. 22*8-2000 verbally from the post of 
Ex-Messenger is justified? If not, what relief Shri Ram 
Milan is entitled?” 

2. The case of the workman Shri Ram Milan Kushwaha 
in short is that he was appointed on 22-8-97 on the post of 
messenger and worked till 22-8-2000 on the said vacant 
post. Thereater he was terminated without compying the 
provision of Section 25-F of the Industrial Dispute Act, 
1947 (in short the Act, 1947). It is stated that the 
management has violated the principle of first come last 
go. It is stated that he is still unemployed. It is submitted 
that the workman be reinstated with back wages. 

3. The management appeared and filed Written 
Statement in the case. The case of the management, 
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interalia, is that he was engaged on daily wages basis for 
cleaning the premises and for fetching water for few days 
on exigency when the permanent peon or messenger of 
Karthura Branch of the bank was on leave. He was engaged 
on contract basis and his contract ends every day after his 
work was over. Te provision of Section 2(oo) (bb) of the 
Act, 1947 is attracted in his case. His disengagement would 
not be termed as retrenchment. It is submitted that he is 
not entitled to any relief 

4. On the basis of the pleadings the following issues are 
framed for adjudication— 

I. Whether the action of the management in 
terminating the services of Shri Ram Milan 
Kushwaha w.e.f. 22-8-2000 is justified? 

n. To what relief the workman is entitled? 

5. Issue No. I 

The workman Shri Ram Milan Kushwaha is examined 
who has supported the case. He has stated that he was 
engaged orally. He worked from 22-8-97 to 21-8-2000 
regularly on the vacant post of messenger. The payment 
of wages was being done through his Saving Bank Account 
No. 2720. Vouchers and transfer vouchers were prepared 
for payment. These facts are admitted by the management 
in his pleading that the payment of wages were credited 
in his Saving Bank Account through vouchers. He has 
further stated that he was terminated without notice and 
without payment of retrenchment compensation. His 
evidence shows that he was in continuous service till his 
termination. As such the provision of Section 25 B of the 
Act, 1947 is attracted. There is nothing in his evidence to 
disbelieve this witness. 

6. The workman has filed photocopy of the Pass Book 
bearing S/B A/c No. 2720. This Pass Book A/c No. is 
admitted by the management in his pleading. The 
management has also not denied the photocopy of the 
pass book. The said pass book supports the case of the 
workman that he was engaged in the year 1997 and worked 
till 2000. It also appears that he was paid on monthly basis. 
This fact contradicts the case of the management that he 
was engaged for few days. This further shows that the 
management has not come to the Court with a fair case. 
The workman has also filed few photocopies of vouchers 
to support the fact that the wages were credited in S/B 
A/c of the workman through vouchers. The management 
has also admitted this fact in his pleading at para-12 of the 
Written Statement. The management has failed to produce 
the original copies of these vouchers though the workman 
demanded by giving an application. The order dated 19-3- 
2012 shows that on his non-production of the document, it 
is ordered that adverse inference is to be drawn against the 
management. These photocopies are also not denied by 
the management. The copies of the vouchers show that he 
was paid wages on monthly wise. This fact clearly shows 


that the workman was not engaged only for few days as 
has been pleaded by the management. It is clear that the 
management is not fair in his pleading as such there is no 
alternative except to believe the story of the workman that 
he was engaged from 22-8-97 to 21 -8-2000. This shows that 
the provision of Section 25B of the Act, 1947 is attracted 
and therefore the compliance of Section 25-F of the Act, 
1947 was mandatory before terminating the workman from 
service. 

7. On the other hand, the management has examined 
only oral evidence. The management witness Shri Y.S, 
Bundela is working as Senior Manager in the management 
Bank. He has admitted that he was engaged on daily wages. 
He has further admitted that the wages were credited in his 
Saving Bank Account through vouchers. He has further 
stated that he worked on contract basis. There is no paper 
to show that the management entered into a contract with 
the workman and what was the terms of contract and what 
was the amount fixed in the contract. It appears that the 
pleading and the evidence were vague on the point of 
engagement on contract basis. Moreover the copy of pass 
book and the copies of the vouchers clearly shows that his 
engagement was on monthly basis from 1997 to 2000 
continuously. This shows that the provision of Section 25-B 
of the Act, 1947 is attracted. The management witness has 
stated in cross-examination that no notice was given nor 
any compensation was paid to the workman. This shows 
that there was violation of the provision of Section 25-F of 
the Act, 1947 and termination or disengagement of the 
workman w.e.f. 22-8-2000 was not legal and justified. This 
issue is decided in favour of the workman and against the 
management. 

8. Issue No. II 

The workman has peladed and has also stated in his 
evidence that he is unemployed since the date of 
termination. The management has neither denied nor has 
cross-examined the workman on the said point. Thus on 
the basis of the discussion made above, it is clear that the 
action of the management is not justified in terminating the 
services of the workman without complying the provision 
of Section 25-F of the Act, 1947. The management is 
therefore directed to reinstate the workman with fill! back 
wages. The reference is, accordingly, answered. 

9. In the result, the award is passed without any order to 
costs. 

MOHD. SHAKIR HASAN, Presiding Officer 
26 2012 
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New Delhi, the 26th October, 2012 

S.0.3427.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 27/2012) of the 
Central Government Industrial-cum~Labour Court, 
Bhubaneswar as shown in the Annexure in the Industrial 
dispute between the management of M/s. Atlanta 
Infrastructure Ltd., 101, Shree Ambasanti Chambers, Opp. 
Hotel Leela, and their workmen, received by the Central 
Government on 26-10-2012. 

[No. L-22012/168/201 MR(CM-II)] 

B. M. PATNA1K, Section Officer 

ANNEXURE 

CENTRAL GOVERNMENT INDUSTRIAL 
TRffiUNALrCUM-LABOUR COURT, 
BHUBANESWAR 

Present: 

Sjhri J. Srivastava, 

Presiding Officer, C.GIX-cum-Labour Court, 

Bhubaneswar. 

INDUSTRIAL DISPUTE CASE NO. 27/2012 
Date of Passing Order: 1st October, 2012 
L-22012/168/2011-IR/CM-ll), dated 17-01-2012 
Between: 

M/s Atlanta Infrastructure Ltd. 

101, Shree Ambasanti Chambers, 

Opp.: Hotel Leela, Andheri Kurla Road, 

Andheri East, Mumbai-400059 

... 1st Party: Management 
(And) 

Their Workman Shri Ramesh Ch. Satapathy, 

At. Rampur Sasan, P.O. Bartana, 

Via: BT Pur, PD: Kaira, Balasore. 

... 2nd Party: Workman. 

Appearances: 

None ... For the 1 st Party: Management 

None ... For the 2nd Party: Workman 

ORDER 

Case taken up today. Parties are absent. The 2nd Party- 
workman has still not filed any statement of claim, though 


he was issued notice twice through ordinary as well as 
registered post. 

2. The reference was received on 10-2-2012 from the 
Government of India asking the parties raising the dispute 
to file the statement of claim complete with all relevant 
documents, list of witnesses within fifteen days from the 
date of receipt of the order of reference. Besides that, notices 
by this Tribunal were also issued to the 2nd Party-workman 
to file statement of claim, but the 2nd party -workman chose 
to remain absent through-out various dates fixed by this 
Tribunal. Hence it appears that the 2nd Party-workman is 
not at all interested in prosecuting his case. It might be that 
the case would have been settled out of the court by the 
parties amicably and no dispute remains to be adjudicated 
upon by this Tribunal. Therefore it will be a vain exercise to 
continue further with the case. As such no dispute award 
is to be passed in this case. Accordingly non-dispute award 
is passed. 

3. Reference is sent back to the Government of India for 
necessary action at its end. 

JITENDRA SRIVASTAVA, Presiding Officer 
26 2012 

^T.3a 3428.—aMPl* fWS 1947 (1947^T 
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New Delhi, the 26th October, 2012 

S.O.3428.— In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 11/2011) of the 
Central Government Industrial Tribunal-cum-Labour Court, 
Chennai as shown in the Annexure in the Industrial Dispute 
between the management of Neyveli Lignite Corp. Ltd., 
NLC Contractor, and their workman, received by the Central 
Government on 26-10-2012. 

[No. L-22012/37/2010-IR(CM-II)] 

B. M. PATNAIK, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 

INDUSTRIAL TR1BUNAL-CUM -LABOUR COURT, 
CHENNAI 

Wednesday, the 17th October, 2012 
Present: A. N. JANARDANAN Presiding Officer 
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INDUSTRIAL DISPUTE No. 11/2011 

(in the matter of the dispute for adjudication under 
clause (d) of sub-section (1) and sub-section 2(A) of Section 
10 of the Industrial Disputes Act, 1947 (14 of 1947), between 
the Management of Neyveli Lignite Corporation Ltd. and 
their Workman.) 

BETWEEN 

Sri S. Albert Raj : 1 st Party/Petitioner 

Vs. 

1. The Director (Personnel) :2nd Party/ 

Neyveli Lignite Corporation Ltd. 1 st Respondent 
Neyveli-02 

2. Sri S. Tamizhmani : 2nd Party/ 

NLC Contractor, 2nd Respondent 

NearNLCMine-II Gate 

Petrol Bunk, Near to Virudhachalam Road Ney veli-02 


not given employment by the Respondents. He went to 
his native place to see his wife ^nd children. His wife 
who became seriously ill was admitted in a Hospital at 
Dindigul. He reported the situation and requested for 
leave of absence. Afterwards when he came to Neyveli 
and requested R2 to provide work, R2 asked him to 
meet DGN/MRR/MMM-I for permission to be employed 
by R2. Petitioner explained the situation with the 
concerned official after getting occasion to meet him 
with great difficulty and lapse of time for direction to 
R2 to provide work to which he gave no reply but only 
gave a promise to look into the matter. Receiving no 
information he represented to R1 on 12-01-2008, 15-01- 
2009 and 26-10-2009 but in vain. In spite of strike and 
hunger strike of the various trade unions Respondent 
did not give work to him for no reason. Petitioner is 
entitled to be reinstated with back wages and all other 
benefits for which a direction may be given to the 
Respondents. 


APPEARANCE: 

For the 1 s Party/ : M/s. A.S. Thambuswamy, 
Petitioner Advocate 

For the 2nd Party/ : M/s. NAK Sarma 

1st Respondent and N. Nithianandam, Advocates 

For the 2nd Party/ : Sri D. Muthukumar, Advocate 
2nd Respondent 

AWARD 

The Central Government, Ministry of labour vide its 
Order No.1-22012/37/20 KMR(CM-II) dated 31.01.2011 
referred the following Industrial Dispute to this Tribunal 
for adjudication. 

The schedule mentioned in that order is : 

“Whether the action of the contractor viz. Sri S. 
Tamizhmani of NLC Ltd. in terminating the services 
of the contractor workman Sri S. Albert Raj is legal 
and justified? To what relief is the disputant workman 
entitled to?” 

2. After the receipt of Industrial Dispute, this Tribunal 
has numbered it as ID 11/2011 and issued notices to both 
sides. Both sides entered appearance through their counsel 
and filed Claim and separate counter statements as the 
case may be. 

3. The Claim Statement averments briefly read as 
follows: 

Petitioner, a SME/MM/MRR, a contract workman in 
First Respondent organization under R2 is a semi-skilled 
worker while was working in the 1st mine of R1 from 
2003, an accident occurred on 01-05-2006. He got treated 
as inpatient in NLC General Hospital from 01-05-2006 to 
05-05-2006 and fitness certificate for work was issued 
to him. In spite of reporting for work, thereafter he was 

1A2W GT/lt-te 


4. The averments in the First Respondent's Counter 
Statement briefly read as follows: 

It came to be known that First Party, a contract worker 
of R2 slipped and fell on a machine on 01-05-2006 and he 
was hospitalized and provided proper treatment. On 
becoming fit he rejoined duty with R2 on 13-05-2006 and 
continued to work till 30-06-2006. He is understood to have 
had received wages for his service for the applicable period 
duly signing the register. He did not attend after 30-06- 
2006 in the premises of R1 without informing R2 or any 
other. He abandoned his contract employment with R2 w.e.f. 
30-06-2006. He is not an employee of R1. First Respondent 
is not a necessary party. Second Respondent is a Contractor 
under R1. R1 is not connected with the dispute. Reference 
is against R2 alone. The dispute has to be confined within 
the terms of the reference. Attempt to widen the scope of 
the reference under Section-10(1 )(d) is impermissible. 
Dispute is also barred by delay and latches. Rlhad no 
control over the First Party. ID is not maintainable and is to 
be dismissed. 

5. The averments in the Second Respondent Counter 
Statement briefly read as follows: 

While petitioner was working under R2 for R1 on 01-05- 
2006 he met with accident and underwent treatment where 
after he rejoined duty on 13-05-2006 and worked till 30-06- 
2006. Afterwards he did not report for work. Though a 
letter was sent to him on 16-07-2007 there was no answer. 
His absence was reported to the labour Commissioner, 
Chennai. He worked only for 19 days. As a Contractor only 
R2 will not come under the jurisdiction ofthis Tribunal. He 
also does not come under Industry. Petitioner left the work 
of his own volition. There is no question of termination. 
The ID is not maintainable. Work was never denied to him. 
ID is only to be dismissed. 
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6. Points for consideration are: 

(^Whether the termination from service of the 
'contract workman Sri S. Albert Raj is legal and 
justified? 

(ii) To what relief the concerned workman is entitled? 

7. Evidence consists of the testimony of WW1 and 
Ex.Wl to Ex.W14 (subject to relevancy and admissibility) 
on the petitioner’s side and testimony of MW1 and MW2 
(No-Cross Examination of MW2) with Ex,Ml and Ex.M2 on 
the managements side. 

Points (i) & (ii) 

8. Heard both sides. Perused the records, documents, 
evidence and the written arguments of the petitioner and 
RE Both sides argued in terms of their averments in the 
respective pleadings. The reference being one calling in 
question the so-called termination from service of the 
contract workman, Sri S. Albert Raj by the Contractor, 
Sri Tamizhmani, the case of the First Respondent that the 
ID is not maintainable as against it and that it is an 
unnecessary party is only to be upheld. Coming to the 
Second Respondent, his case is that the petitioner has not 
had rejoined duty after his hospitalization following the 
accident. There was a letter written to him to which he did 
not send a reply. His absence was reported to Labour 
Commissioner (Chennai) which has not been denied by 
the petitioner. The further case of the Second Respondent 
is that he is not amenable to the jurisdiction of this Tribunal, 
he not coming within the purview of industry. According 
to him the petitioner was leaving his work on his own 
volition. There is no termination at all. The Industrial 
Dispute is therefore not maintainable and the same is only 
to be dismissed. Though petitioner as WW1 has given 
evidence, it is ofno avail to substantiate his case of having 
been terminated by the Second Respondent Contractor 
under whom he was admittedly a workman. There is also 
bar for the maintainability of the dispute by way of delay 
and latches, as argued by respondents. Of the two 
witnesses examined on the Respondent’s side as MW1 
(Officer of the First Respondent) and MW2 (Officer of the 
Second Respondent), the latter witness has not even been 
cross-examined by the petitioner, whereby leaving that part 
of the evidence intact. There is no acceptable evidence 
produced by the petitioner to prove his case. The 
documents Ex.Wl to Ex.Wl4 have not been properly 
proved, for being relied upon. Petitioner himself is not clear 
regarding the number of days he worked. Admittedly he 
has received the wages for the period he worked. It is also 
proved from Ex.Ml and Ex.M2. On the other hand the 
evidence adduced by the Respondent stands on a better 
edifjce, supported both by oral and documentary evidence 
tilting the preponderance of probabilities in their favour. In 
view of the above considerations, the claim of the petitioner 
is only apt to be dismissed and accordingly dismissed. 
The petitioner is not entitled to any relief. 


9, The reference is answered accordingly. 

(Dictated to the P.A., transcribed and typed by him,, 
corrected and pronounced by me in the open court on this 
day the 17th October, 2012) 

A.N. JANARDANAN, Presiding Officer 

Witnesses Examined: 

For the 1 st Party/ : WW1, Sri S. Albert Raj 
Petitioner 

For the 2nd Party/ : MW 1, Sri M.GS. Nageswara Rao 
1st Respondent 

For the 2nd Party/ : M W2, Sri S. Tamizhmani 
2nd Respondent 


Documents Marked: 

On the petitioner’s side 


Ex. No. 

Date 

Description 

Ex Wl 

06-03-2003 

Application for Contract Labour 

Ex. W2 

10-04-2005 

Letter of SME Zone, Contract Labourers 

Ex, W3 

10-04-2005 

Letter from Jeeva Contract Labour Union 
to the Chief Vigilance Officer, Neyveli 

Ex. W4 

16-05-2006 

Letter to Albert Raj 

Ex.WS 

05-06-2006 

Letter from Albert Raj to NLC 

Ex. W6 

15-02-2007 

Sankara Hospital's Medical Slip 

Ex.W7 

16-02-2007 

Asbi Computerized Clinical Lab's Reports 

Ex.W8 

16-02-2007 

Sankara Hospital's Medical Slip 

Ex.W9 

17-02-2007 

Sankara Hospital's Medical Slip 

Ex.Wl 0 

12-01-2008 

Petitioner's representation to NLC 

Ex.W! 1 

15-08-2009 

Petitioner’s representation to NLC 

Ex. W12 

26-10-2009 

Petitioner’s representation to NLC 

Ex.W13 

17-07-2010 

Sankara Hospital’s Medical Slip 

Ex.W 14 

19-07-2010 

Sankara Hospital’s Medical Slip 

On the Respondent's side 

Ex. No. 

Date 

Description 

Ex.Ml 

May 2006 

Wage Register of the month of May, 2006 

Ex.M2 

June, 2006 

Wage Register of the month of June, 2006 
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New Delhi, the 26th October, 2012 

S.O. 3429.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref 110/2002) of the Central 
Government Industrial Tribunal-cum-Labour Court, Nagpur 
as shown in the Annexure, in the Industrial Dispute between 
the management of Hindustan Lalpeth U/G Sub Area of 
WCL, and their workmen, received by the Central 
Government on 26-10-2012. 

[No. L-22012/23/2002-IR(CM-II)] 
B.M. PATNAIK, Section Officer 
ANNEXURE 

BEFORE SHRI J.RCHAND, PRESIDING OFFICER, 
CGIT-CUM-LABOUR COURT, NAGPUR 

Case No.CGIT/NGP /110/2002 Date: 08.10.2012. 

Party No. 1 : The Sub-Area Manager, 

Hindusthan Lalpeth Under Ground Sub 
Area Of WCL, Post Lalpeth, 

Dist. Chandrapur (M S) 

Versus 

Party No. 2 : General Secretary, 

National Colliery Workers Congress, 

Dr. Ambedkar Nagar, Ballarpur, 

Dist. Chandrapur (M S ). 

AWARD 

(Dated: 8th October, 2012) 

In exercise of the powers conferred by clause (d) of 
sub-section (1) and sub-section 2(A) of Section 10 of 
Industrial Disputes Act, 1947 (14 of 1947) (“the Act” in 
short), the Central Government has referred the industrial 
dispute between the employers, Management of 
Hindusthan Lalpeth U/G Sub Area of WCL and their 
workman, Shri Railingu MailayaAilwar, for adjudication, 
as per letter No.L-220I2//23/2002-IR (CM-II) dated 14-08- 
2002, with the following schedule:— 

"Whether the action of the management of 
Hindusthan Lalpeth Colliery No. 1, Chandrapur Area 
of Western Coalfields Limited, in terminating the 
services of Shri Railingu MailayaAilwar, Loader, Vide 
order No. WCL/CHA/HLUGSA/HLC-l/SOM/PER/ 
2773 dated 23-11 -2000 is legal & justified? If not, to 
what relief is the workman entitled?" 

2. On receipt of the reference, the parties were noticed 
to file their respective statement of claim and written 
statement and accordingly, the union, "National Colliery 
Workers Congress" ("the Union" in short) filed the 
statement of claim on behalf of the workman, Shri Railingu 
Mallaya Ailwar ("the workman" in short) and the 
management of Western Coalfields Ltd. ("Party No. 1" in 
short) filed its written statement. 


The case of the workman as presented in the statement 
of claim by the union is that the workman was initially 
appointed as a piece rated loader on 10-04H979 at 
Hindusthan Lalpeth Mine No.l aid in the year *1997, he 
suffered from skin disease and mefttal illness for which, he 
was being returned from duty on many days by the 
authorities and the Supdt. of Mines of Lalpeth Mine No.l 
issued charge sheet dated 04/05-06-2000, on the allegation 
of habitual absenteeism and remaining unauthorized absence 
from duty and as the workman was illiterate and was under 
mental disorder, he could not able to submit his reply to the 
charge sheet and the party No.l decided to hold a 
departmental enquiry against the workman and appointed 
Shri D.K.Chandok and Shri S.G Vaikar, as the Enquiry Officer 
and the Presenting Officer respectively and the Enquiry 
Officer fixed the date of the inquiry on 06-08-2000 at 12 noon, 
but the enquiry was not held at the schedule time and as 
alleged, the workman and the representative appeared for 
the inquiry at 5 P.M. and the inquiry was conducted on the 
same day after closure of the office and the workman was 
undergoing treatment for his various illness including mental 
illness, which fact was known to the management, but still 
then, management intiated the departmental proceeding and 
concluded the same on the same day, in absence of any co¬ 
worker or witness to the enquiry and second show cause 
notice was issued by the Mining Supdt. to the workman 
vide letter No. 1024 dated 14-10-2000 by post and when the 
workman had gone to the office, for making request for gas 
connection, the management took his thumb impression on 
the copy of the second show cause notice and also managed 
to obtain the signatures of two witnesses on the same and 
the wife of the workman got the said letter while washing the 
clothes of the workman and she got the said letter to be read 
by someone, as she was also illiterate and then requested 
her relatives for taking necessary action and her relative got 
a reply prepared and submitted the same to the management 
on 20-10-2000, where in, explanation was given in respect of 
the mental illness of the workman and the workman with the 
help of his relative got an application prepared and submitted 
the same to the Medical Supdt., WCL, Chandrapur Area 
Hospital on 20-10-2000, for special leave for one month for 
his treatment and the workman underwent treatment for his 
mental illness from 02-05-2000 to 31-01-2001 and he was fit to 
resume duties w.e.f. 04-01 -2001 and the wife of the workman 
vide letter dated 08-01-2001 appealed to the Manager of 
Mine to allow her husband to resume duty, explaining the 
circumstances and the workman also filed an application on 
08-01 -2001 to allow him to resume duty enclosing the Xerox 
copies of the documents of his treatment and fitness and 
when no response was received, the workman appealed to 
the Chief Manager with a copy to the union and the union 
took up the case of the workman and the CGM, WCL vide 
letter dated 12-03-2001 forthe first time replied to the union 
about termination of the services of the workman after the 
enquiry. It is further pleaded that the enquiry held against 
the workman was no enquiry and no document or list of 
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witnesses was supplied with the charge sheet or later on 
and the charge sheet was vague and the Enquiry Officer 
WSi biased, the Enquiry Officer did not explain the procedure 
of the enquiry, sufficient time was not given to the workman 
as per the principles of natural justice and material witnesses 
and documents were not produce in the enquiry and the 
enquiry is illegal and not proper and in violation of the 
principles of natural justice. 

The union has prayed to set aside the order of 
termination of the workman from services and to reinstate 
him in service with continuity and back wages and 
consequential benefits. 

3. The Party No. 1 has pleased in the written statement 
that the workman was working as a piece rated loader before 
his dismissal from service and as the workman remained 
unauthorised absent frequently, charge sheet was 
submitted against him on 5-06-2000 and he was asked to 
submit has explanation within 72 hours, but as no reply 
was received, it was decided to initiate a departmental 
enquiry and the workman participated fully in the enquiry 
oh 6-08-2000 (wrongly mentioned as 6-08-2002 in the written 
statement) and he made it clear not to engage the co-worker 
and to defend the case himself and the Enquiry Officer 
submitted his report holding the workman guilty of the 
charges and the disciplinary authority taking into 
consideration the record of the proceeding findings of the 
Enquiry Officer and the past records, imposed the 
punishment of dismissal from services and the worker had 
never reported about his mental disorder to the colliery 
dioctor and the workman attended the enquiry and 
confessed the charges levelled against him and the 
proceeding was recorded in his presence during office hours 
only and he himself refused to engage any co-worker or to 
examine any witness in the enquiry and prior to the holding 
of the enquiry, the workman had produced sick certificate 
on many occasions before the Competent Authority, which 
mever revealed about mental illness and after submission 
of second show cause notice on 14-10-2000, the workman 
started submitting different certificate as face saving tactics 
and the charge sheet was not vague and the enquiry was 
held within the office hours and the workman was given 
frill and fair opportunity for participation in the enquiry 
proceedings and the enquiiy is valid and proper and the 
punishment imposed is proper, lawful and justified. 

4. As this is a case of termination of the services of the 
workman, after holding of a departmental enquiry, the 
fairness of the departmental enquiry was taken up as a 
preliminary issue for consideration and by order dated 14- 
07-2011, the departmental enquiry conducted against the 
Workman was held to be legal, proper and in accordance 
>yith the principles of natural justice. 

5. At the time of argument, it was contended by the 
learned advocate for the workman that the workman joined 
service on 10-04-1979 as underground loader and put in 


long years of service and as per the principles enunciated 
by the Hon’ble Apex Court in the case of M workman of Fire 
Stone Tyre and Rubber Co. of India P. Ltd. Vs. The 
management and others'’, the Tribunal is now at liberty' to 
consider not only whether the finding of misconduct 
recorded by an employer is correct, but also differ from the 
said findings, if a proper case is made out and what was 
once largely in the realm of the satisfaction of the employer, 
has ceased to be so, and now it is the satisfaction of the 
Tribunal that finally decides the matter and the terms of 
Standing Orders of the company shall prevail and the right 
of the employee to be heard remains available up to final 
stage. In support of such contentions, the learned advocate 
for the workman cited the decisions reported in (1997) 7 
SCC-739 (Yoginath D. Bagde Vs. State of Maharashtra), 
AIR 1973-SC-2650 (Western India Match Co. Ltd, Vs. 
workman), 1970 LLJ. Vol. II-1 (The management of 
Travancore Titanium P. Ltd. Vs. Their workman), 2010 (1) 
Mh.LJ-587 (S. V. Deshpande Vs. Presiding Officer, CGIT, 
Jabalpur). 

It is to be mentioned here that the principles as 
mentioned above are well settled and as such, there is no 
need to discuss the principles enunciated by the Hon'ble 
Courts in the decisions mentioned above. 

It was further submitted by the learned advocate for 
the workman that in this case, the Appellate Authority has 
approved the order of punishment, so the workman lost 
the opportunity of appeal and as such, the order of 
punishment cannot be sustained. In support of such 
contentions, the learned advocate for the workman placed 
reliance on the decisions reported in 1995 (70) FLR-817 
(Sujit Ghosh Vs. Chairman and Managing Director, V.C.O. 
Bank). 2009 LAB IC -829 (Noc) (C WH) (J Prasad Vs. Board 
of Directors) and 2001 (III) CLR-930 (Anil.R. Joshi Vs. Air 
India Ltd.). 

However, with respect, I am of the view that the 
judgments are not applicable to the present case in hand 
as the materials on record show that in this case the 
Appellate Authority has not acted as the Competent 
Authority or Disciplinary Authority and has not passed 
the order of punishment. The order of punishment in this 
case has been passed by the Disciplinary Authority. The 
Appellate Authority has only approved the punishment as 
proposed by the Disciplinary Authority, as per the 
prevailing practice. 

6. The next contention raised by the learned advocate 
for the workman is that it is clear from the evidence on 
record that the absence of the workman was due to mental 
illness and in such a case, a man cannot be supposed to 
act normally and the documents filed by management from 
pages 90-101 show that Party No. 1 was quite aware about 
the sickness of the workman and there was sufficient reason 
for the workman for remaining absent from duty and as 
such, the punishment imposed against the workman cannot 
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be sustained and the punishment is too harsh and the 
workman is entitled to be reinstated in service with 
continuity and full back wages. 

In support of such contentions, the learned advocate 
for the workman placed reliance on the decisions reported 
in 20021CLR-884 (Eastern Coal Fields Ltd. Vs. Sri Khogen 
Bauri), AIR 1984 SC 1892 (Naval Kishore Vs. M/s Darbshaw 
B. Cursetijeis Sons and others). 

7. At this juncture, I think it necessary to mention that 
the learned advocate for the workman has cited number of 
other decisions relating to vagueness of charges, binding 
nature of settlement and in regard to observance of 
principles of natural justice in departmental enquiry, but as 
the enquiry conducted against the workman has already 
been held to be legal and fair and in accordance with the 
principles of natural justice, I am of the viewed that there is 
no need to consider again the principles enunciated by the 
Hon’ble Courts in the said decisions. 

8. On perusal of the materials on record, it is found that 
there is no iota of evidence to show that the workman was 
mentally ill during the period in question i.e. from 1997 to 
1999. No document was produced by the workman in 
support of his illness in the departmental enquiry. The 
document produced by the workman before this Tribunal 
also show - hat the same were obtained after the service of 
the second how cause notice to him. It is also found that 
the Enquiry Officer has given his findings basing on the 
evidence adduced in the departmental enquiry. The 
workman also in his statement before the Enquiry Officer 
admitted about his remaining absent from duty. The 
workman had claimed before the Enquiry Officer that such 
absence was due to his illness, but not mental illness as 
claimed in the statement of claim. However the workman 
did not produce any document in support of his such claim. 
Hence, the findings of the Enquiry Officer cannot be said 
to be perverse. 

In view of the facts and circumstances of the case as 
mentioned above are quite different from the facts and 
circumstances of the cases referred in the judgments cited 
by the learned advocate for the workman, with respect, I 
am of the view that the said judgments do not have any 
application to the present case. 


CHA/HLUGSA/HLC-l/SOM/PER/2773 dated 23-11-2000 
is legal & justified. The workman is not entitled to any 
relief. J < 

J.P. CF|aND, Presiding Officer 
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New Delhi, the 26th October, 2012 

S.0.3 430.—In pursuance of Section 17 ofthe Industrial 
Disputes Act. 1947 (14 of 1£47), the Central Government 
hereby publishes the Award (Ref. No. 19/2009) of the 
Central Government Industrial Tribunal-cum-Labour 
NAGPl ; as shown in the Annexure in the Industrial 
Dispulx between the management of M/s. Western 
Coalfie G Ltd. and their workmen, received by the Central 
Govern; :.i;ton 26-10-2012. 

[No. L-22012/1/2009-lR(CM-II)] 
B.M. PATNAIK, Section Officer 
ANNEXURE 

BEFORE SHRI J.P.CHAND, PRESIDING OFFICER, 
CGIT-C UM-LABOUR COURT, NAGPUR 
Case NuXXJrfVNCP 19/2009 Date: 11.10.2012. 

Party No.l: The General Manager (IR), 

M/s Western Coalfields Limited, 

Coal Estate, Civil Lines, 

Nagpur-44000 1. 

Versus 

Party No*2: The General Secretary, 

Koyla Shramik Sabha (HMS), 

Kharabe Building, 5, New Cotton Market, 
Ghat Road, Nagpur. 


9. So far the proportionality of the punishment is 
concerned, commission of grave misconduct has been 
proved against the workman in a properly conducted 
departmental enquiry. Hence, there is no ground to interfere 
with the punishment. Hence, it is ordered:— 

ORDER 

The action of the management of Hindusthan 
Lalpeth Colliery No. 1, Chandrapur Area of Western 
Coalfields Limited, in terminating the services of Shri 
Railingu Mallaya Aliwar, Loader, Vide order No. WCL/ 

D2.m aij/ 2 -iy 


AWARD 

(Dated: 11 th October, 2012) 

In exercise of the powers conferred by clause (d) of 
sub- section (1) and sub-section 2(A) of Section 10 of 
Industrial Disputes Act, 1947 (14 of 1947) (“the Act” in 
short), the Central Government has referred the industrial 
dispute between the employers, in relation to the 
management of Western Coalfields Ltd. and their workman, 
Shri V.P. Singh, for adjudication, as per letter No.L-22012/1/ 
2009-(IR (CM- II)) dated 8-06-2009, with the following 
schedule:— 
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“Whether the action of the management of M/s 
Western Coalfields Limited in fixing the promotion 
Scale of Shri V.P.Singh w.e.f 15-10-2007 and fixing the 
date of next increment in promotion grade on 
,2-10-2008/01-11-2008 and not considering his routine 
due increment on 1-11-2007 is legal and justified? To 
what relief is the workman concerned entitled?” 

2, On receipt of the reference, the parties were noticed 
to file their respective statement of claim and written 
statement and accordingly, the union, Koyla Shramik Sabha 
(HMS), (“the union” in short) filed the statement of claim 
on behalf of the workman, Shri V. P. Singh (“the workman” 
in short) and the management of M/s. Western Coalfields 
Ltd. (“Party No. 1” in short) filed its written statement. 

The case of the workman as projected in the statement 
of c|aim by the union is that the wage structure and other 
terms and conditions of the workmen of party No.l are 
governed by National Coal Wages Agreements (“NCWAs” 
in short) deliberated by the Joint Bipartite Committee (“the 
JBCfCI” in short) and certified Standing Orders and the 
provisions of NCWAs are binding on the management and 
for uniform implementation of the provisions of NCW As 
in all the subsidiaries of Coal India, the Secretary of JBCCI 
issues instructions, known as ‘'implementation 
instructions” and the subsidiaries are not empowered to 
interpret the provisions contained in NCW As unilaterally 
and'in case of doubt, the issue has to be referred to the 
Secretary, JBCCI for clarification and there is specific 
provision in this regard under clause 13.3.0 of chapter XIII 
of NCWA-VII dated 15-07-2000 and the party No. 1 being 
one of the subsidiaries of Coal India Ltd., the provisions of 
NCWAs and implementation instructions issued from time 
to time are binding on party No. 1. The further case of the 
union is that the workman was a senior clerk in Grade “B” 
in the monthly pay scale of Rs.7260- 218-1 1 184 of 
NCWA-VII and in October, 2007, the basic pay of the 
woiikman was Rs 10644 and he had got his last increment 
w.eifi 01-11-2006 in the afore stated scale of pay and his 
next annual increment was due on 01-11-2007 in terms of 
clause 2-9-2 of chapter-II, “Wages, Wage structure and 
Dearness allowance” of NCWA-VII and the case of the 
wotkman was considered by the departmental promotions 
committee and he was promoted to Grade “A” in the pay 
scale ofRs.7824-235-12054 ofNCWA-VII, by Office order 
dated 15-10-2007 of Personnel Manager(SE) WCL, Nagpur 
and in the said promotion order, there was specific direction 
that the order of promotion will be deemed to have been 
takpn effect from the actual date of joining of the workman 
in the promotional post and the workman joined in the 
promotional post in the fore-noon of 2-11-2007 and 
submitted his joining report to General Manager (1R), who 
acdepted the same on the same day and in view of the 
joining ofthe workman in the promotional post on 2-11-2007, 
hisfpay was required to be fixed in the promotional post on 
2-11-2007 at the stage of Rs. 11114, but part}' No. 1 fixed his 


pay atthe stage of Rs. 10879 w.e.f 15-10-2007 fixed the next 
date of increment in the promotional post as on 01-10-2008 
and by such action, great injustice was caused to the 
workman and the case of the workman is fully covered 
under implementation instruction No.60 and the workman 
represented his case before the General Manager (IR), WCL, 
Nagpur vide application dated 7-01-2008, but he was not 
given justice and the workman is entitled to get one 
increment in Grade B, Senior Clerk on and from 1-1 l-2007and 
fixation of his scale at the stage of Rs. 10,879 and thereafter, 
fixation of his pay at the stage of Rs. 11,114 w.e.f. 2-11 -2007 
in the promotional post with the next annual increment 
w.e.f. 2-11-2008. 

The union has prayed to give the workman annual 
increment on 1-11-2007 in grade 'B' as Senior Clerk and to 
fix his pay in the promotional post w.e.f. 2-11-2007, the date 
of his joining the promotional post and all other 
consequential benefits. 

3. The Party No. 1 in their written statement have admitted 
about the facts pleaded in the statement of claim regarding 
the posting, promotion, date of joining ofthe workman in 
the promotional post and fixation of pay in the promotional 
post. However, it is pleaded by Party No. 1 that the workman 
was working as Senior Clerk in Grade ‘B’ in I.R. department 
of its headquarters in the pay scale of Rs. 7260 -218-11114 
and drawing the basic pay of Rs. 10,530 and he was given 
service linked up gradation to T & S grade 4 A’ w.e.f. 1 -1-2007 
and was fitted in the pay scale' of Rs. 7824 -235 -12054 as 
per NC WA -VI1 at Rs. 10644 and the workman assumed the 
charge of the said post on 2-11 -2007, i.e. within a period of 
three months from the date of order of promotion i.e. 
15-10-2007 and as such, his pay was fixed as per circular 
dated 6/7-3-1996 atthe stage of Rs. 10,879 w.e.f. 15-10-2007, 
the date of promotion order and the date of his J next annual 
increment was fixed as 1-10-2008 and as per the circular 
dated. 6-7-03.1996, the general rule is to give effect to the 
promoted grade and pay scale from the date of issuance of 
promotion order itself and to maintain parity, particularly 
seniority amongst equally circumstances promoted 
employees, fixation of pay in the promotional post is 
required to be given from the date of order of promotion, 
which is in this case is 15-10-2007 and as the pay of the 
workman was fixed as per the policy decision of circular 
dated 6/7-3-1996, no error was committed by them in fixation 
of the pay of the workman and what was the date of 
increment in previous grade is of no consequence, when 
the workman accepted the promotion to T & S grade ‘A 5 
and therefore, the workman is not entitled to any relief. 

4. Shri RL, Sen, the General Secretary ofthe union and 
the workman have been examined as the two witnesses by 
the union in support of the claim, whereas, Shri V.R George, 
the Personnel Manager (l.R) has been examined as a witness 
by the Party No.l. The witnesses examined by both the 
parties in their evidence, which is on affidavit have reiterated 
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the facts mentioned in the statement of claim and written 
statement respectively. 

As, in this case, all most all the facts are admitted by the 
parties and documents in support of the claims have been 
filed, I think that there is no need to analyze the oral 
evidence adduced by the parties. 

5. As per the claim of the union, the basic pay of the 
workman in grade as Senior Clerk prior to his promotion 
was Rs 10,644 per month and the date of annual increment 
of the workman in Grade ‘B’ was 1-11-2007 and as such, his 
basic pay in Grade ‘B 1 should have been fixed at Rs. 10,879 
on account of annual increment and therefore, his basic 
pay in the promotional post on 2-11 -2007, the date of joining 
of the workman in the promotional post should have been 
fixed at Rs. M114. 

On the other hand, the claim of the Party No. 1 is that as 
the workman was promoted on 15-10-2007 and on that date 
his basic pay was Rs. 10,644 in grade 4 B’ as Senior Clerk, 
his pay in the promotional post was fixed on 15-10-2007 as 
per cirr;i lar dated 06/07-03-1996 by giving him one increment 
of Rs. . 35 as promotional benefit and his basic pay was 
fixed at Ks. 10,879 in the promotional post as on 15-10-2007 
and as 1; pay was fixed in the promotional post w.e.f. 15- 
10-2007 Ms next date of his annual increment in the 
promotion d post was fixed as 01-10-2008. 

6. The two circulars, basing on which Party No.l has 
based their to aim have been marked as Exts. M-II and 
M-III Ext. M- \ I Is implementation instruction no. 60 dated 
19-12-1994, issued by the Member-Secretary, JBCC1 
regarding admissibility of joining time in case of promotion 
form one non executive cadre post to another for employees 
covered under NCWA. The aforesaid implementation 
instruction reads as follow: 

“In the Standardization Committee meeting held on 
25-10-94 at New Delhi, it was decided that Non 
executive cadre employees on promotion to higher 
post must join within 30 days of the issue of their 
promotion orders. 

However, such of the Non-executive cadre employees 
who do not join within 3 (three) months from the date 
of issue of the promotion orders, their pay will be 
notionally fixed at the state which would have been 
admissible to them, had they joined on the date of 
issue of promotion orders under normal rules. 

It was further decided that in case, the concerned 
Non-executive cadre employee is transferred on 
promotion is not released within 3 (three) months, an 
order will be issued specifying that he stands 
released. The monetary benefit to such of the 
employee as result of pay fixation on 


promotion will however be admissible from the date 
of actual joining on higher post by the incumbent 


concerned.’ 


\ 

V 


7. Ext. M -III is a clarification dated 06/074)3-1996 issued 
by the Member-Secretary, JBCCI to the implementation 
instruction no. 60 in regard to fixation of pay on promotion. 
The said circular reads as follows: 


Your kind attention is invited towards para no. 2 of 
1.1. No. 60 of 19-12-94 which reads as under: 

However such of the non-executive Cadre 
employees who do not join within 3 (three) months 
from the date of issue to the promotion orders their 
pay will be notionally fixed at the state which would 
ha ve been admissible to them had they joined on the 
date of issue of promotion orders under normal rules. 

It is further clarified thabfor the purpose of fixation 
o? •■ay in case of promotion of employees, die basic 
pa .Irawn in the lowir post on the date of issue of 
pr motion order will be taken into account for fixation 
of '.--ay in the higher post to which the employee is 
pv noted, but the monetary benefit will be admissible 
fte ^ u. the date the employee actually joins in the higher 
pou on promotion. 

Of. ar terms and conditions will remain the same as 
rvention&d in above Implementation Instruction.” 

Or* oerusai of Exts. M-il and M-III, it is found that Ext. 
M-I !;:• a circular issued for clarification of the mode of 
fix^i v of pay of non-executive cadre employees on 
promoron, who do not join within three months from the 
date of i^:ue of the promotion orders and the date from 
which the monetary benefits are admissible to such 
employees. It is also clear from Exts. M-II and M-III that 
both the documents are to be read together and not in 
isolation to each other and the procedure prescribed in 
those two documents regarding the date of fixation of pay 
in the promotional post and the date of grant of monetary 
benefits is in regard to the employees, who do not join or 
are not able to join within three months of the date of their 
respective promotion and the said procedure is not 
applicable to the employees, who join in the promotional 
post within 30 days of the issue of their promotion orders. 

8. In this case, the workman was promoted on 15-10-2007 
and he joined in the promotional post on 02-11-2007, i.e. 
within 30 days of the promotion order. So the circular dated 
6/7-03-1996 (Ext. M -III) is not applicable to the case of the 
workman regarding fixation of his pay in the promotional 
post. 

As the next date of annual increment of the workman in 
the lower grade was due on 1-11-2007, he was entitled to 
the annual increment in the lower grade on 1-11-2007 and 
he is also entitled fixation of his pay in the promotional 
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post on 2-11-2007 with the date of the next annual 
increment in the promotional post on 2-11*2008. Hence, 
it is ordered: 

ORDER 

The reference is answered in favour of the union. The 
Party No.l is directed to refix the pay of the workman by 
giving one annual increment to the workman as on t -11 -2007 
in Grade ‘B’ Senior Clerk, by raising his pay from Rs. 10,644 
to Rs. 10,789 per month and then to fix his basic pay at 
Rs. 11,114 on 2-11 -2007 in the promotional post (by giving 
himpne increment ofRs. 235 i.e. Rs. 10,789 + Rs. 235 ) 
and to fix the date of his next annual increment in the 
proitiotional post on 2-11-2008. The Party No.l is also 
directed to grant all consequential benefits to the workman 
due to such refixation of his basic pay. The award is to be 
implemented by Party No.l within one month of the 
publication of the award in the official gazette. 

J.P. CHAN D, Presiding Officer 

26 2012 

*1.3*13431.—ateitftar ftraTS STfaPm, 1947 (1947 *T 

i 4 ) qm 17 $ spproJT 3 ^ 

^ -q*re: 39/2007) wrfw 

t, 26.10.2012 *t f3JT £fT I 

[*. ^-22012/229/2006-3^ 3TR )] 

*t. TTR, ^fFT*. 3rf?l*Tfr 

New Delhi, the 26th October, 2012 

S.O,3431,—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award Ref. 39/2007 of the Central 
Government Industrial Tribunal-cum-Labour Court, 
NAGPUR as shown in the Annexure in the Industrial 
Dispute between the management of Mungoli O/C Mine 
of WCL, and their workman, received by the Central 
Government on 26-10-2012. 

[No. L-22012/229/20064 R(CM-II)] 

B.M. PATNA1K, Section Officer 

ANNEXURE 

BEFORE SHRI J.P.CHAND. PRESIDING OFFICER. 
CGIT-CUM-LABOUR COURT, NAGPUR 

CascNo.CGIT /NGP/39/2007 Date: 01-10-2012. 

Applicant : The Working President, 

Rashtriya Colliery Mazdoor Congress, 
Vijay Bhawan, Vitthal Mandir Ward, 
Chandrapur. 


Versus 

Respondent : The Sub Area Manager, 

Mungoli O/C Mine of WCL 
WaniArea, Post: Sakhara (Kolgaon), 
Tab. Wani, Distt. Yavatmal (MS)445307. 

AWARD 

(Dated: 1st October, 2012) 

In exercise of the powers conferred by clause (d) of 
sub-section (1) and sub-section 2(A) of Section 10 of 
Industrial Disputes Act, 1947 ( 14 of 1947) (“the Act’' in 
short), the Central Government has referred the industrial 
dispute between the employers, in relation to the 
management of WCL and their workman, Sfiri Manoj Getme, 
for adjudication, as per letter No.L-220 J 2/229/2006-IR 
(CM-II) dated 05-07-2007, w ith the foliow'ing schedule:— 

“Whether the action of the management of Western 
Coalfields Limited in denying employment to Shri 
Manoj Getme, the dependent of deceased workman 
is legal & justified? If not, to what relief is the 
dependent of the deceased workmen entitled?” 

2. On receipt of the reference, the parties were noticed 
to file their respective statement of claim and written 
statement and accordingly, the applicant, Shri Manoj Getme, 
(“the applicant” in short), filed the statement of claim and 
the management of WCL, (“Respondent” in short) filed its 
written statement. 

The case of the applicant as projected in the statement 
of claim is that respondent is a public sector undertaking 
of the Government of India and a subsidiary of Coal India 
Limited, the Apex Coal Company and is a state for the 
purpose of Article 12 of the Constitution of India. The 
further case of the applicant is that Late Aswapati @ Ashok 
Getme, his deceased father was employed in the post of 
Fitter in Mungoli Open cast Mines under the jurisdiction 
of tlie respondent and while in employment his father expired 
on 11-05-2004, leaving his wife, Smt Bebitai @ Bebinanda 
(44 years of age) and two sons, namely, Ganesh @ Manoj, 
(the applicant himself) (23 years of age) and Kartik @ 
Kishore (21 years of Age) behind him and after the death of 
his father, they approached the respondent for 
disbursement of the amount of gratuity and other terminal 
benefits and the respondent referred the matter of payment 
of gratuity to the controlling authority and vide order dated 
31-01-2005, the controlling authority directed the 
respondent to pay gratuity to him and his mother and in 
respect of other terminal benefits accrued in the name of 
his father and he himself, his mother and brother moved 
the Civil Court for grant of succession certificate and the 
Second Joint Civil Judge, Senior Division, Chandrapur after 
holding necessary proceedings in the matter issued 
succession certificate in their favour empowering to collect 
all amounts towards pension, arrears of pay and life cover 
amount of his deceased father. 
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It is further pleaded by the applicant that upon the 
untimely death of his father, he made an application for his 
employment in terms of the scheme framed under the 
National Coal Wage Agreement-VI, annexing the family 
details certificate issued by the Tahsildar, Arvi, but the 
respondent orally intimated him that the competent 
authority did not consider his case for appointment for 
the sole reason that there is change in his name in the 
records and the refusal of the respondent to provide 
employment to him runs counter to the specific provision 
made in NCWA and implementation instruction no.8 
issued by the Coal India Limited. The further case of the 
applicant is that he is the eldest son of deceased employee 
has been acknowledged by the competent Civil Court by 
granting him succession certificate to draw the amount 
of arrears of pension and other terminal benefits left by 
his deceased father and under such circumstances, the 
reason cited for not considering his case for employment 
is wholly illegal, unfair and smacks of arbitrariness. 

The applicant has prayed to direct the respondent to 
issue appointment order in terms of the provision made 
in this respect in NCWA-VI, 

3. In the written statement, the respondent has pleaded 
inter-alia that the present dispute appears to have been 
filed by the union, Rashtriya Colliery Mazdoor Congress, 
but no statement of document has been produced to show 
that the deceased workman, Aswapati Getme was a member 
of the said union and as such, the dispute cannot be termed 
as an industrial dispute under the provisions of Section 2- 
K of the Act and as there is no industrial dispute, the 
reference is liable to be rejected. The further case of the 
respondent is that though the union had raised the dispute 
before the Assistant Labour Commissioner (Central), 
Chandrapur, the statement of claim has not been filed by 
the union, but the same has been filed by the applicant and 
therefore the statement of claim is neither proper not tenable 
and is liable to be rejected on this short ground. It is further 
pleaded by the respondent that Ashwapati Janrao Getme 
was working as E.P, Fitter at Open Cast Mines, Mungoli 
and he died on 11.05.2004 and all the dues like gratuity, 
provident fund etc. have been paid to the claimants after 
following due process of law and procedure and one Shri 
Manoj Ashokrao Getme claimed for appointment on 
compassionate grounds in place of deceased Aswapati, 
under the provisions of NCWA-VI and on perusal of 
records, it was observed that name of the deceased 
employee on record was Ashwapati and not Ashok and as 
per the description of his family members the name of his 
wife was Bebitai and names of his sons were Ganesh and 
Kartik and in view of the above position, when the 
application submitted by Shri Manoj was taken into 
account, a vest difference was noticed in the names of the 
dependents of the employee and not only the same, in the 
certificate produced by Shri Manoj, name of his father was 
shown as Ashok and not Aswapati and in the light of the 

Li2W GX/fZ-lS 


above observation, there was serious doubts about the 
identity ofthe applicant, who was claiming for employment. 
It is further pleaded by the respondent that the subsequent 
affidavit and succession certificate produced by the 
applicant also did not make the claim beyond shadow of 
doubt and under such circumstances, it will not be proper 
to consider the claim of the applicant for compassionate 
appointment and the reference is liable to be rejected and 
employment to a dependent under NCWA is to be provided 
by the management in genuine and undisputed cases and 
in this instant matter, there is glaring discrepancy in the 
identity of the applicant as recorded in the service file of 
the Late employee and records submitted by him and as 
such, the claim is not tenable. 

The further case of the respondent is that name of 
Ashwapati was also not Ashok and the subject of gratuity 
is outside the scope of the present reference and payment 
of some of the terminal benefits was made by them as per 
requirements of law and the application filed by the 
applicant could not be considered, because of lack of 
bonafide details and the action taken by it in denying 
employment to the applicant is justified and the applicant 
is not entitled to any relief. 

4. In support of his claims, the applicant has examined 
himself as a witness, besides placing reliance on the 
documents produced by him. No ora! evidence or 
documentary evidence has been adduced by the 
respondent. 

The evidence of the applicant is on affidavit. In his 
examination-in-chief, the applicant has reiterated the facts 
mentioned in the statement of claim. He has also proved 
the documents Exts. W-l to W-Vll, including die National 
Family Planning Certificate in the name ofhis mother, death 
certificate ofhis father, succession certificate and family 
member certificate issued by the Tahsildar. 

In his cross-examination, the applicant has categorically 
stated that his father had two names and his father's name 
was entered as Ashwapati in the documents of WCL and 
the other name ofhis father was Ashok and the name ofhis 
younger brother is Kartik @ Kishor and he himself is known 
as Manoj @ Ganesh and the name of her mother was 
Bebinanda before her marriage and after her marriage, her 
name became Bebitai and form nos PS-3 and PS-4 of WCL 
and pension papers of WCL, both names ofhis father, his 
younger brother and himself were mentioned. In his cross- 
examination, the applicant has further stated that after the 
death of his father, he had applied for compassionate 
appointment, but management returned the application and 
other documents to him on the ground that he is not the 
legal heir (son) of Ashwapati. 

5. At the time of argument, it was submitted by the 
learned advocate for the applicant that the application of 
the applicant for compassionate appointment was not 
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considered only on the ground of having some 
discrepancies in his name as per the records of WCL and 
his-application, but admittedly, the management of WCL 
paijd the terminal benefits of Ashwapati to the applicant 
and his mother and it is clear from the documents produced 
by the applicant that the applicant is the dependent son of 
Ashwapati @ Ashok and he is entitled for compassionate 
appointment, 

6. Per contra, it was submitted by the learned advocate 
for the respondent that in view of the vital discrepancies 
in the name of the applicant, his deceased father and ail 
othjer members of his family in his application and in the 
documents and the documents of the respondent, the 
ideintity of the applicant is doubtful and as such, he is not 
entitled to any relief 

7. On perusal of the pleadings of the parties, the 
materials on record and taking into consideration the 
submissions made by the learned advocates for both the 
patties, it is found that the respondent did not consider 
th$ application of the applicant for compassionate 
appointment only on the ground that there was glaring 
discrepancy in the identity of the applicant as recorded in 
the services file of deceased employee, Ashwapati and 
records submitted by the applicant. 

;8. Perused the documents filed by the applicant Ext. W- 
Vlj is the succession certificate issued by the court of 2nd 
JtiCivil Judge (Sr. Div.) Chandrapur in SpS. MIC No. Ill/ 
2006 in favour of the applicant, his mother and his brother. 
In the said Spl. MJC, the Chief General Manager, WCL, 
wjmi Area, UtjaGram Tadali, Chandrapur and the Regional 
Commissioner, WCL, General Provident Fund Coal Mines, 
Jaiipatka, Nagpur were the non-applicants. It is found from 
E?|t. W -VI that succession certificate was granted in favour 
oflthe applicant and his mother and brother in respect of an 
amount of Rs. 1,02,500.00 towards the securities left by 
deceased Ashwapati @ Ashok, the father of the applicant. 
IniExt. W-VI, the applicant, Shri Ganesh @ Manoj has been 
described as the elder son of Late Ashwapati. In Ext. W- 
VJI, the legal heirs’ certificate issued by the Tahsiidar on 
09.07.2004, the applicant has been shown as the son of 
Ashwapati @ Ashokrao. Ext W-V, the death certificate of 
Ashwapati shows that he had two names Le. Ashwapati @ 
Ashokrao. From the documents tiled by the applicant, it is 
cl tar that hie is the son and a dependent of the deceased 
employee Ashwapati @ Ashokrao and he is entitled for 
consideration for compassionate appointment as per the 
provisions of NCWA-VI and non consideration of his 
application for compassionate employment by the WCL is 
iljegal. Hence, it is ordered:— 

ORDER 

The action of the management of Western Coalfields 
Limited in denying employment to Shri Manoj Getme, the 
dependent of deceased workman is illegal and unjustified. 


The applicant is entitled for consideration for 
compassionate appointment as per the provisions of 
NCWA-VI. The management of Western Coalfields Limited 
is directed to consider the application if filed by the 
applicant for compassionate appointment holding him the 
dependent of deceased workman, Ashwapati @ Ashokrao 
Getme. as per the provisions of NCWA-VI within one month 
of the pubiication of the award in the official gazette. 

J. P. ("HAND, Presiding Officer 
it 26 r m^l, 2012 

msn.3432.—3Jtefrf*T3> fiptrs arffefPra*?, 1947 (1947^T 
14) mn 17 ^ 

wc (wrf mi 15/2011) ^ wrftm 

RTRT f, cfT^rq *R5KK 26-10-2012 W|3TT «TT 1 
[U xr^f- 2201 2/51/2010-30$ 3m (4^-11)] 
^t. Q7T. 3TJ*TFT 3^RiTCt 

New Delhi, the 26th October, 2012 

S.0.3432.—In pursuance of Section 17 ofthe Industrial 
Disputes Act. 1947, (14 of 1947) the Central Government 
hereby publishes the Award Ref. No. 15/2011 ofthe Central 
Government Industrial Tribunal-cum-Labour Court, 
Chennai as shown in the Annexure, in the Industrial Dispute 
between the employers in relation to the management of 
NLC Ltd., Neyvcli and their workmen, received by the 
Central Government on 26- i 0-2012. 

[No. I ,-22012/51/2010-IR(CM-II)] 

3.M. PATN AIK, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL 

TRIBUNAL-CUM -LABOUR COURT 
CHENNAI 

Thursday, the 18th October, 2012 

Present: A.N. J ANARDANAN, 

Presiding Officer 

INDUSTRIAL DISPUTE No. 15/2011 

(In the matter of the dispute for adjudication under clause 
(d) of sub-section (1) and sub-section 2(A) of Section 10 of 
the Industrial Disputes Act, 1947(14 of 1947), between the 
Management ofNeyvcli Lignite Corporation Ltd. and their 
Workman) 
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BETWEEN 

The General Secretary : I st Party/ 

NLC Thozhilalar Viduthalai Munnani Petitioner 

D-14, Alwaye Road, Block-29 

Neyveli 

Vs. 

The Director (Personnel) : 2nd Party/ 

NLC Ltd. Respondent 

Neyveli. 

Appearance: 

For the 1st Party/Petitioner Union: Sri V. Ajoy Khosh, 

Advocate 

For the 2nd Party/Management : M/s. N.A.K. Sarnia, 

Advocate 

AWARD 

The Central Government, Ministry of Labour and 
Employment vide its Order No, L-22012 15 1/2010-IR(CM-II) 
dated 10-03-2011 referred the following Industrial Dispute 
to this Tribunal for adjudication. 

The schedule mentioned in that order is: 

“Whether the action of the management of Neyveli 
Lignite Corporation in inflicting the punishment of 
stoppage of one increment without cumulative effect 
upon Sri Arasu Gunasekaran, a Senior Draughtsman 
Gr. I with effect from 2003 is just and legal? If not, to 
what relief is the workman entitled for?” 

2. After the receipt of Industrial Dispute, this Tribunal 
has numbered it as ID 15/2011 and issued notices to both 
sides. Both sides entered appearance through Counsel and 
filed their Claim and Counter Statement as the case may be. 

3. The contentions in the Claim Statement briefly read 
as follows: 

On 17-10-2003 Sri Arasu Gunasekaran, Senior 
Draughtsman Grade-I/G.Z. scheduled to work in general 
shift between 10.00 AM and 05.00 PM at Electrical 
General Zone Office while after 05.00 PM the First Party 
had discussion with Thiru Siva Sankaran, A. T .A. regarding 
the matter of Sri Sakthivel, the Joint General Secretary 
of the Union, who had made complaint against his 
neighbour about the construction of a shed in front of the 
house allotted to him obstructing the way to his house 
contrary to the allotment rules. Instead of directing to 
remove the obstruction, township administration ordered 
enquiry why the allotments in favour of Sakthivel and his 
neighbour should not be cancelled. When workman 
questioned the fairness of the enquiry ordered the ATA 
retorted who he was to inferfere and that complaint would 
be given against him to the General Manager (GM). He 


informed his status as an Office Bearer of the LLF and his 
competency. He also met the GM and explained the matter. 
A charge memo was issued on 01 -11 -2003 alleging that on 
17-10-2003 he unauthorizedly left the work spot and went 
to Township Administration’s Office at about 16.15 hours 
and raised objections against the action initiated by TAD 
against K. Ganesh, Technician, Grade-II (CB), Thermal 
Station-I for having sublet the quarters allotted to him and 
for getting allotment of more than one quarter in violation 
of rules. He was further alleged of having used abusive 
and un- parliamentary words against ATA and GM/PA. 
That he threatened the AT A with dire consequences if the 
action against Thiru Ganesan was not stopped. He denied 
the allegations in his explanation dated 14-11-2003. An 
enquiry was held examining four witnesses on the 
prosecution side and six witnesses on the defence side. By 
the enquiry report charge of willful insubordination or 
disobedience and absence from place of work during 
working hours without permission were proved. To the 
proposed memo dated 03-08-2004 asking to explain why he 
should not be imposed stoppage of increment without 
cumulative effect, he submitted explanation denying the 
charges and to drop the action. On 29-10-2004 holding 
explanation not satisfactory the punishment was imposed. 
Appeal filed was rejected. Punishment is arbitrary and 
violative ol Artie !e-14 and 21. There was no evidence worth 
the name to hold the charge as proved rendering the finding 
perverse. There was no legal evidence. No permission is 
required to go to the Canteen for Tea or Food during 
working hours. Finding is based on presumption and 
assumption. All the defence witnesses supporting him 
having not been cross- examined, their evidence is in 
favour of the workman only. He went to TAD only after 
05.30 PM after duty was over. It was only the ATA who 
threatened the workman. Action Js not bonafide but 
amounts to victimization. Hence the claim. 

4. Counter Statement averments briefly read as follows: 

The incident took place during working hours in the 
presence of the staff and employees of Estate Section of 
Township Administration Office. His acts are unbecoming 
of a workman and amounted to misconduct under Standing 
Order-46(i)(vii)(xxxv)(xxxviii) of Respondent 
Corporation. There was PI marked on management's side 
and two exhibits marked on defence side. There was no 
grievance against the enquiry by the workman. There was 
no violation of principles of natural justice. Enquiry was 
fair and proper. The punishment is minor and was on a 
lenient view. It is not excessive or unreasonable. The 
Appellate Authority's order as well as the order of the 
Disciplinary Authority are legal and proper. It is 
commensurate with the misconduct. The dispute is raised 
after 3 years and is barred by delay and latches. The dispute 
is frivolous, vexatious and is to be dismissed. First Party 
has admitted the workman to have had gone to TA office 
and to have been involved in the incident in question. 
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Punishment is not arbitrary or violative of Article-14 and 
21« Findings are based on evidence. Finding is not 
perverse. It is based on legal evidence. The claim is to be 
dismissed. 

5. Points for consideration are: 

(0 Whether the stoppage of one increment without 
cumulative effect on the workman is just and 
legal? 

(ii) If not to what relief the concerned workman is 
entitled? 

6. Evidence consists of the oral evidence of W W1 and 
Ex t W1 to Ex. W18 on the petitioner's side with no oral 
or documentary evidence adduced on the side of the 
Respondent. 

Points (i) & (ii) 

7. Heard both sides. Perused the records, documents, 
evidence and written arguments on the Respondent's side. 
Both sides argued keenly in terms of their contentions in 
their respective pleadings. It was urged on behalf of the 
petitioner that there is no question of delay or latches 
because the dispute matter was being pursued with the 
department in the meantime. Again only for a dispute under 
SeCtion-2 A of the ID Act question of limitation comes. That 
toq after the amendment of the ID Act w.e.f 15-09-2010 as 
we[l as for punishments after the said crucial date. There is 
no legal evidence which renders the finding perverse. No 
misconduct is made out. Finding is that the Workman only 
left the work spot and not abused. There has not been any 
complaint from any quarters or any evidence thereto. 
According to defence witnesses the workman was only in 
the work spot. The finding is only on presumption and 
assumption. No imputation or evidence as to which or what 
order was disobeyed by the workman to attribute 
insubordination. On behalf of the Respondent, it is arged 
tha|t there is admission by the workman regarding his having 
gofte to the place of incident as also proved from Ex.W3- 
Ex^lanation. The Charge Memo allegations are not denied. 
Thjere was Ex, W1 -Complaint given by AT A. The same has 
be$n corroborated in the enquiry. The same has not been 
rebutted. 

8. Reliance was placed on behalf of the Respondent to 
the decisions of the Apex Court in : 

- JT 2008(2) SC 272 wherein it was held that "16. this 
Court again observed that in the absence of a 
challenge to the legality or fairness of the domestic 
enquiry, the Court should be reluctant to either 
interfere with the finding recorded by the Enquiry 
Officer or the punishment awarded by the Punishing 
Authority". 

. - JT 2011 (4) SC 14 wherein it was held that ’Therefore, 
courts will not interfere with findings of fact 


recorded in departmental enquiries, except where 
such findings are based on no evidence or where 
they are clearly perverse. The test to find out 
perversity is to see where a tribunal acting 
reasonably could have arrived at such conclusion 
or finding, on the material on record. Courts will 
however interfere with the findings in disciplinary 
matters, if principles of natural justice or statutory 
regulations have been violated or if the order is 
found to be arbitrary, capricious, mala fide or based 
on extraneous considerations”. 

9. Here there is no challenge against the fairness of the 
enquiry. In a properly and fairly held enquiry, not 
challenged, question of adequacy of evidence does not 
afford grounds for interference. The question is not whether 
there is adequate evidence but some evidence of legal 
character to arrive at the conclusion. This is a case with 
some legal evidence and not a case of no legal evidence at 
all to warrant the conclusion. There is no specific denial of 
the allegations in the explanation of the workman. The 
cumulative effect of all these, by way of logically probative 
materials lead to the conclusion as to the misconduct 
proved against the workman being true. Therefore the 
finding is valid. The finding is therefore not perverse. 
Petitioner had admitted the incident in his Ex.W3- 
Explanation that he cautioned ATA. The time of incident in 
the charge memo has not been denied by him. The 
allegations in the Ex. W1 -Complaint have not been sought 
to be rebutted by the workman. The question of 
proportionality as to the punishment does not call being 
looked into in this case. Section-11A of the ID Act is not 
applicable. Even if limitation law is not applicable when 
there is delay and latches on the part of the claimant in the 
absence of valid explanation that deserves due 
consideration for appropriate decision. 

10. On all the above considerations it is held that the 
stoppage of one increment without cumulative effect on 
the workman is only just and legal and he is not entitled to 
any relief. 

11. The reference is answered accordingly. 

(Dictated to the P.A., transcribed and typed by him, 
corrected and pronounced by me in the open court on this 
day the 18th October, 2012) 

A N. JANARDANAN, Presiding Officer 
Witnesses Examined: 

For the 1 st Party/ : WW1, Sri Arasu Gunasekaran 
Petitioner 

For the 2nd Party/ : None 
Management 
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Documents Marked: 

On the petitioner's side 

Ex. No Date Description 

Ex. W1 17-10-2003 Complaint submitted to the GM/TA 
by S. Sivasankaran (Appellate 
Authority) against Thiru Arasu 
Gunasekaran 

Ex. W2 01 -11 -2003 Charge Memo issued to Thiru Arasu 
Gunasekaran by the 2nd Party 

Ex. W3 14-11 -2003 Explanation to the Charge Memo 
given by Thiru Arasu Gunasekaran 

Ex. W4 23-0! -2004 Enquiry Proceedings 

Ex.W5 10-07-2004 Enquiry Officer's report 

Ex. W6 03-08-2004 Second Show Cause Notice issued 
to Thiru Arasu Gunasekaran 

Ex. W" 20-08-2004 Explanation to the second show 
cause notice given by Thiru Arasu 
Gunasekaran 

Ex. W8 .>-10-2004 Final order issued by the 2nd Party 

Ex. W9 O ’ l =-2004 Appeal filed by Thiru Arasu 

Gunasekaran before the Appellate 
Authority 

Ex. W10 25-04 2005 Order rejecting the appeal by the 
Appellate Authority 

Ex. W11 12-02-2007 Second Appeal filed by Thiru Arasu 
Gunasekaran before the Dy. General 
Manager 

Ex. W12 22-03-2007 Reminder letter sent to the General 
Manager by Thiru Arasu 
Gunasekaran 

Ex. W13 29-05-2007 Order rejecting the Second appeal 
issued by the Dy. General Manager 

Ex. W14 28-01-2008 ID raised by the 1 st Party before the 
Assistant Commissioner of Labour 
(Central) u/s 2(k) of the ID Act 

Ex. W15 21-05-2008 Counter filed by the 2nd Party before 
the Assistant Commissioner of 
Labour(Central) 

Ex.W 16 - Reply to the Counter Statement filed 

by the 1st Party 

Ex.W17 08-07-2010 Failure report issued under Section 
12(4) of the IDAct 

Ex.W18 104)3-2011 Reference made by the Government 


Documents Marked: 

On the Management's side j 

Ex No. Date ^Description 

N/A 


^ fScrft, 26 2012 

3>T.3IT. 3433.—aMlPltfc fac(15 1947 (1947^»T 

14) %TRT 17 £ 3FJ*RUT 3, Tfofa TTT^TT ^ 

^ wj (Tten 56/2002) wiftra 
t, -sfr26-10-2012^ § 3 n «n t 

[7?. “Trl- 220T2/23/2000- Sflf31R( TTf- II)] 

New DeLhi, the 26th October, 2012 

S.O, :433.—In pursuance ofSection 17 ofthe Industrial 
Dispute Act, 1947 (14 of 1947), the Central Government 
hereby polishes the award (Ref No. 56/2002) ofthe Central 
Government industrial Tribunal-cum-Labour Court, 
Jabalpur as show r; in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
SEC .tndtheu workman, which was received by the Central 
Gov mem on 26-10-2012. 

[No. L-22012/23/2000-lR(C-II)] 
B. M. PATNAIK, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIA LITUBUNAL^CUM-LABOUR COURT, 
JABALPUR 

NO. CG1T/LC/R/56/2002 

Presiding Officer: Shri Mohd. Shakir Hasan 
The Secretary, 

M.P. Koyla ShramikSangh, 

POAmlai Colliery, 

Shahdol 

...Workman/Union 

Versus 

The General Manager, 

Sohagpur Area of SECL, 

PO Dhanpuri, 

Shahdol 

... Management 


U 2 W gzJ 12 -J 9 





8234 


THE GAZETTE OF INDIA: NOVEMBER 17,2012/KARTIKA 26,1934 [Part II— Sec. 3(ii)1 


AWARD 

Passed on this 8th day of October, 2012 

]. The Government of India, Ministry of Labour vide its 
Notification No. L-22012/23/2CK>0-IR(CM-II) dated 1-4-2002 
has referred the following dispute for adjudication by this 
tribunal:— 

'‘Whether the action of the General Manager, 
Sohagpur Area of SECL, PO Dhanpuri, distt. Shahdol 
(MP) in not protecting wages on conversion from 
Piece rated to time-rated category in respect of Shri 
Narayan Prasad S/o Hira Ram carpenter w.e.f. 
1-12-92 is legal and justified? If not, to what relief the 
workman is entitled to?” 

2. The case of the Union/workman in short is that the 
workman Shri Narayan Prasad was initially appointed as a 
loader on 5-5-1973 at Amlai Colliery BudharNo.l Mine, He 
was transferred to Chachai Colliery in 1979. The workman 
gave an application dated 11-10-1991 from changing his 
designation of piece-rated loader to carpenter with 
protection of pay. He had also earlier gave an application 
dated 14-9-91 for changing his designation. The 
management converted him from piece rated to time rated 
as General Mazdoor Cat-1 on initial pay of Rs, 38.47 vide 
order dated 28-11-1992/1-12-1992. Thereafter he was 
regularized as carpenter in Category IV on initial pay of 
Rs. 42.18 vide order dated 14-1-1993. The workman 
represented to the Chief Mining Engineer and sub-Area 
Manager, Chachai for protection of basic pay and the arrears 
arising thereof It is stated that the workman was converted 
from piece rated to time rated before cut-off date as given 
in the circular dated 17-2-1995. The management had given 
pay protection to many similarly situated workers prior to 
the cut-off date. The action of the management is arbitrary 
and is said to be unfair labour practice. It is submitted that 
the management be directed to protect his pay w.e.f. 
1-10-1992 and to pay all consequential benefits. 

3. The management appeared and filed Written! 
Statement in the case. The case of the management, inter 
alia, is that admittedly the workman was appointed as Tub 
loader at Amlai Colliery in May 1973. He was posted as 
piece rated loader at Chachai in Underground Mine. He 
submitted an application/option to convert him from piece 
rated to time rated. Again he gave option for such 
conversion and did not ask for pay protection. On the 
option of the workman, the management converted him as 
General Mazdoor Cat-I in the initial basic pay of Rs. 38.47 
an<J was deployed as carpenter at Chachai Group. 
Subsequently he was regularized as carpenter in Category 
IV in 1993. The fixation of pay of the workman in cat-I was 
donjon 1-12-1992 and in Category IV on 1-1-1993 before 
the cut-off date as per circular. It is submitted that the 
workman is not entitled to any relief 


4. On the basis of the pleadings of the parties, the 
following issues are framed for adjudication— 

I. Whether the action of the management in not 
protecting the wages of Shri Narayan Prasad on 
conversion from piece rated to time rated category 
w.e.f. 1-12-1992 is legal and justified? 

II. To what relif the workman is entitled? 

5 Issue No. I 

The workman is examined himself in the case. He has 
supported his case. In cross-examination, he has admitted 
that he had filed applications for conversion from piece 
rated to time rated. He has admitted the copies of the said 
application which are filed by the management which are 
marked as Exhibit M/2 and M/2(a). He has stated that he 
was converted as General Mazdoor Cat-I but it was not 
acceptable. However he didn’t want to forgive the post. 
His evidence shows that he had opted for time rated and 
after joining the time rated, he wanted pay fixation. He has 
admitted that he was promoted to category-IV. This shows 
that he had accepted the promotion in time rated also. 

6. The workman has also adduced documentary 
evidence. Exhibit W/4 is the circular dated 17-2-1995 with 
respect to pay protection in case of piece rated workers 
converted to time rated. Clause 2 of the said circular runs 
as follows— 

“The SPRA paid to such employee till they worked 
in PR job prior to their coversion will be taken into 
consideration at the time of fixation in time rated and 
the same will be treated as basic (Le. group wages 
and SPRA). However, in such of the conversion cases 
prior to 1 -1 -1994 where the workmen were not placed 
in category/scale, the SPRA applicable to the 
individual at the time of their conversion shall be 
taken into account for the purpose of fixation of basic 
pay, but shall not apply to such cases where the 
workmen have opted for conversion.” 

This circular shows that in such cases in which coversion 
was done prior to 1 -1 -1994 and where the workman was not 
placed in category/scale. Secondly it shall not apply to 
such cases where the workman has opted for conversion. 

7. Now let us examine that the workman was placed in a 
category/scale or whether he had opted for such 
conversion. The learned counsel for the union submitted 
that he had applied conditionally for conversion subject to 
protection of his pay. Exhibit W/2 is the office order dated 
28-11-1992 whereby the workman was placed from piece 
rated to time rated in General Mazdoor Category-I in pay 
scale of Rs. 38.47-0-48.27 ofNCWA-IV. This dearly shows 
that he was placed in a category as well as in a pay scale 
before the cut-off date i.e. 1-1-1994. Exhibit W/6 is the 
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representation dated 11-10-1991 whereby he had requested 
for conversion in time rated without monetary loss. Thus 
the evidence of the Union/Workman shows that the 
workman was not ready to revert back to the post of piece 
rated even his pay was not protected. 

8. On the other hand, the management has also 
adduced oral and documentary evidence. The 
management witness Shri Satya Parkash is Senior 
Manager (Personnel) at Amlai Bangwar Damini sub Area. 
He has supported the case of the management. He has 
stated that the workman opted for conversion from piece 
rated to time rated vide Exhibit M/2 and again Exhibit M/ 
3. He has stated that on his option he was converted from 
piece rated to time rated and scale pay was given to him. 
There is nothing in his evidence to disbelieve him. His 
evidence shows that he was converted on his option as 
such he was not entitled to pay protection. 

9. The Management has also adduced documentary 
evidence. Exhibit M/1 is the appointment letter dated 
13-5-?3 of the workman where by he was appointed as tub 
loader as piecerated. This is an admitted fact. Exhibit M/2 
and M 2(a) are applications of the workman of the year 
1989 v. hereby he had reported about his ill health and 
requested to covert him from piece rated to time rated and 
to place ' m on surface duty without any request of pay 
protection. This shows that his option was given much 
earlier tha; the representation filed in 1991 (Exhibit 
W/6). Exhibit M3 is the order communicated to the workman 
on 2-1 -1989 that his request was allowed. He was allowed 
to work as time rated ip ly.H.D Section. This clearly shows 
that he was already converted form piece rated to time 
rated by the management prior to give subsequent 
representation in 1991 for pay protection (Exhibit W/6). 
The evidence of the workman further shows that the 
declined to go back to piece rated job. Exhibit M/4 is the 
office order dated 28-11-1992 whereby the workman was 
placed in General Mazdoor Cat-1. Thus it is clear that before 
the cut off date of the circular 17-2-1995 the workman opted 
for conversion and was placed in a pay scale. This shows 
that the said circular was not applicable. It is clear that the 
action of the management was justified in not protecting 
his pay on the basis of circular as he had already opted for 
conversion without request of pay protection. This issue 
is decided against the workman and in favour of the 
management. 

10. Issue No. II 

On the basis of the discussion made above, it is clear 
that the workman is not entitled to any relief. The reference 
is accordingly answered. 

11. In the result, the award is passed without any order 
to costs. 

MOHD. SHAKIR HASAN, Presiding Officer 
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New Delhi, the 26th October, 2012 

S.0.3434.— In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 72/2000) of the Central 
Government Industrial Tribunal-cum-Labour Court, Nagpur 
as shown In the Annexure, in the Industrial Dispute between 
the employers in relation to'the management of WCL and 
their workman, which was received by the Central 
Govemi snr on 26-10-2012. 

[No. L-22012/391/1997-IR(C-II)] 
B. M. PATNAIK, Section Officer 
ANNEXURE 


BEFORE SHRI J.P.CHAND. PRESIDING OFFICER 
CGH CUM-LABOURT COURT, NAGPUR 

Cas N: .CGIT /NGP /72/2000 Date: 15-10-2012. 


Pam SMI 

: The Chief General Manager, 

WCL Chandrapur Area, 

PO : & Distt. Chandrapur (MS) 


V/s 

Party No.2 

: Sh. GV.R. Sharma, Jt. General Secretary, 
Rashtriya Koyla Khadan 

Mazdoor Sangh 

(INTUC 604-Behind Giripeth Post Office, 
Opp. RTO, Nagpur. 


AWARD 


(Dated: the 15th October, 2012) 

In exercise of the powers conferred by clause (d) of 
sub-section (1) and sub-section 2(A) of Section 10 of 
Industrial Disputes Act, 1947 (14 of 1947) (‘'the Act” in 
short), the Central Government had referred the industrial 
dispute between the employers, in relation, to the 
management of Western Coalfields Limited and their 
workman, Shri Surendra Purushottam Ugade, to Central 
Government Industrial Tribunal, Mumbai for adjudication, 
as per letter No.L- 22012/391/1997-1R (C-II) dated 
27-11-1998, with the following schedule : 
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‘"Whether the action of the management of WCL, 
Chandrpur Area in terminating Shri Surendra 
■^Purushottam Ugde, Ex-General Mazdoor w.e.f 
14-07-87 is legal and justified? Ifnot, to what relief is 
, the workman is entitled? What other directions are 
necessary in the matter?” 

Subsequently, the reference was transferred to this 
Tribunal for adjudication in accordance with law, 

2. On receipt of the reference, parties w ere noticed to 
file their respective statement of claim and written 
statement, in response to which, the workman Shri 
Surendra Purushottam Ugde, (“the workman” in short) 
through his union, the Rashtriya Koyala Khadan Mazdoor 
Sangh (INTUC) (“the Union” in short) filed the statement 
of claim and the management of WCL Chandrapur Area 
(“party no, 1” in short) filed the written statement. 

The case of the workman as presented by the union in 
the Statement of claim is that workman was the permanent 
employee of party no. 1 and was appointed at Mahakali 
colliery and while he was working as general mazdoor 
category II at Mahakali colliery, by order dated 31-08-1986, 
he was transferred to Area headquarters, WCL, Chandrapur 
Area and he joined his duty in his new place of posting in 
September 1986 and the workman could not able to attend 
his duties sometime in January, 1987 due to some 
unavoidable circumstances, for which, charge sheet dated 
02-02-1987 was alleged to be served on him, but actually, 
the charge sheet was not at all served upon him and in the 
mopth of February, 1987, the workman reported for duty to 
the Sr Personnel Officer(Admn.), but lie was not allowed 
to resume duties on the ground of submission of charge 
sheet and contemplation of initiation of departmental 
enquiry and till completion of the enquiry, he would not be 
allowed to join duties and the charge sheet, notices of the 
departmental enquiry and order of punishment of 
termination of service imposed on 14/15th July, 1987 were 
not served on him and in spite of repeated approach by the 
workman to allow him to join duty, no attention was paid to 
his request and the workman made written request on 
19-11-1995, to set aside the wrongful order of termination 
of his services, but the party no.l did not reply and the 
matter was taken up by the union by letter dated 
23-05-1996 addressed to the Chief General Manager, 
Chandrapur Area but the same was also not replied by the 
management, so industrial dispute was raised by the union 
and the matter was referred to the Tribunal for adjudication. 

It is further pleaded by the union that the workman was 
not given fair and reasonable opportunity at the time of 
initiation of the departmental enquiry and so also during 
the enquiry and the charge sheet, notices of the enquiry 
andtorder of punishment were not served on the workman 
and the past clean and unblemished service record was 
not taken into consideration before imposing the severe 
most penalty of dismissal from service by the party no. 1 


and the punishment is not at all proportionate to the 
charges leveled against the workman and the punishment 
is very harsh and severe and therefore, the workman is 
entitled for reinstatement in service with continuity and 
full back wages. 

3. The party no. 1 in its written statement has pleaded 
inter- alia that the workman was working as a general 
mazdoor in the Area headquarters prior to termination of 
his services and the workman had developed the habit of 
remaining unauthorized absent from duty, so he had been 
warned several times, but the warning had no effect upon 
him and there was no improvement in his conduct and he 
again remained absent unauthorisedly from 24-01-1987, 
without obtaining sanction of leave and without any 
intimation to the management and therefore, he was charge 
sheeted for habitual absenteeism and unauthorized 
absence vide charge sheet dated 02-02-1987 and he was 
asked to explain his conduct within 48 hours and as the 
workman had not sent any intimation about his whereabouts 
to the management, the charge sheet was sent to him by 
registered post to his local as well as to his permanent 
home address but the same were returned undelivered and 
a copy of the charge sheet was also displayed on the notice 
board and management waited for nearly two months, but 
the workman neither reported for duty nor sent any 
information about his inability to report nor sent any 
information about his whereabouts and it was learnt that 
the workman had taken bank withdrawals slips from two 
employees worth Rs. 1100/- on 24-01 -1987 to bring their 
money from the bank, but he had not given them the money, 
though he had withdrawn the same from bank and in such 
back ground, without waiting indefinitely for the return of 
the workman, it was decided to held an enquiry and 
accordingly by order dated 31 -03-1987/01 -04-1987, Shri M, A. 
Khan was appointed as the enquiry officer and the enquiry 
officer fixed the enquiry on 23-04-1987 and sent information 
to the workman by registered post to his local as well as 
permanent address, vide his letter dated 15-04-1987, but 
the Enquiiy Officer postponed the enquiry from 15-04-1987 
to 07-06-1987 and sent information to the workman about 
the same in his local and permanent address by hand, but 
the same could not be delivered to him as he was not 
available at either of the addresses and therefore, a copy of 
the same was pasted on the door of his house, but inspite 
the same, the workman neither attended the enquiry on 
07-06-1987 nor sent any information about his whereabouts, 
so the enquiry was held ex-parte and management 
representative produced and examined the witnesses and 
produced documents during the course of enquiry, in 
support of the charges and the enquiry officer submitted 
his report on 09-07-1987 to the Sr- Personnel Officer(Admn.) 
holding the charges leveled against him to have been 
proved and considering the seriousness of the misconduct, 
the workman was terminated from services vide office order 
dated 14/15-07-1987 with immediate effect, with approval 
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of the competent authority and even after the termination 
of his services, the workman did not turn up and he also 
did not file any appeal against the order of punishment 
within the stipulated time and after lapse of 3 years, the 
workman appeared and filed an appeal to the Chief General 
Manager, vide his application dated 12-06-1990, stating 
there in the circumstances under which, he had been 
absconding unauthorisedly and made prayer to take him 
back in employment and in the appeal, he had admitted his 
guilt and had tendered apology, by giving assurance of 
good conduct but the Chief General Manager, did not agree 
for reconsideration, on the ground that the case of the 
workman was a very bad case, having no merit for 
consideration and as there was no merit in the demand of 
the union, there was no question of sending a reply to the 
union, but the union however, during personal discussion 
was conveyed with the views of the management and while 
imposing the punishment, the past record of the workman 
was taken into consideration and the punishment is neither 
harsh nor disproportionate to the charges and the workman 
is not entitled for any relief. 

4. As this is a case of termination of the services of the 
workman after holding a departmental enquiry, the validity 
of the departmental enquiry was taken up for consideration 
as a preliminary issue and by order dated 23-09-2011, the 
departmental proceeding conducted against the workman 
was held to be legal and proper and in accordance with the 
principles of natural justice. 

5. At the time of argument, it was submitted by the union 
representative that charge sheet under clauses 17(i) (d) 
and 17 (i) (p) of Model Standing order, 1987 was submitted 
against the workman, on the allegations of his remaining 
unauthorized absence, habitual late attendance and leaving 
the place of work, without permission and the enquiry 
officer in his findings has concluded that the charges of 
unauthorized absenteeism and leaving the place of work 
without permission to have been proved against the 
workman and the enquiry officer has mentioned about 
issuance of five letters to the workman earlier, for 
unauthorized absenteeism, but on close perusal of the 
departmental proceedings, it can be found that such letters 
were not produced in the proceedings of the enquiry by 
the management representative and such letter were not 
taken on record and as such, the findings of the enquiry 
officer that the management representative submitted the 
past records of the workman for habitual unauthorized 
absenteeism is baseless and perverse and in the charge 
sheet also, nothing was mentioned about the issuance of 
such letters and the copies of such letter were also never 
filed in the enquiry, therefore, the charge under Section 17 
(i) (d) of Standing Orders was not proved and the inference 
drawn by the enquiry officer in this regard was baseless 
and the findings are perverse. It was further submitted that 
the enquiry officer in his findings has mentioned that the 
workman managed to obtain duplicate passbook 

42)14 aljlZ-20 


fraudulently and as there was no such charge against .the 
workman the findings without any charge amounts to extra 
unwarranted jurisdiction of the enquiry officer. 

It was further submitted by the union representative 
that the evidence of the witnesses examined by the 
management is inconsistent and their statements do not 
corroborate with each other and management has failed 
to prove the charge against the workman and as such, the 
findings of the enquiry officer are not based on the 
evidence on record and are perverse and as such, the 
punishment of termination of services of the workman is 
harsh and illegal and the disciplinary authority did not 
apply his mind independently and simply accepted the 
findings of the enquiry officer and as such, the 
punishment imposed against the workman is unjustified 
and the workman is entitled for reinstatement in service 
with continuity and full back wages. 

6. Per contra, it was submitted by the management 
representative that by order dated 23-09-2011, it has 
already been held by the Tribunal that the enquiry 
conducted against the workman is valid, justified and in 
accordance with the principles of natural justice and in 
the statement of claim, the union has not pleaded that the 
enquiry report is perverse and according to the judicial 
pronouncement, the report of the enquiry officer can be 
held to be perverse, only when, it is found that the enquiry 
report is not based on evidence recorded in the enquiry 
or the report is contrary to the evidence on record or the 
report is as such, which no reasonable person could have 
arrived at and in this case, if the report of the enquiry 
officer is examined in the aforesaid rulings, it can be found 
that the enquiry officer has based his findings on the 
evidence recorded in the proceedings of the enquiry and 
the same is not contrary to the evidence and the finding 
is also not such which could not have been arrived at by 
any reasonable person and the workman was a habitual 
absentee and the same was proved in the enquiry and as 
serious misconduct was proved against the workman, his 
services were rightly terminated and the punishment is 
not shockingly disproportionate to the charge and 
therefore, there is no scope of interfere with the 
punishment and the workman is not entitled to any relief. 

In support of the contents, reliance was placed on the 
decisions reported in AIR 1972-SC-2182 (M/s. The Benaras 
Electric Light & Power Co. Ltd. Vs, The Labour Court II, 
(Lucknow), AIR 1970,SC (M/s. Perry & Co. Ltd. Vs. P.C. 
Pal, Judge of the Second Industrial Tribunal, Calcutta), 
2001 LAB IC-2367 (Syed Rahimuddin Vs. Director General, 
CSIR), 1996 LAB I.C.-462 (B.C. Chaturvedi Vs. Union of 
India), 2003 LAB IC- 757 (Regional Manager, UPSRTC, 
Etawah Vs. Hotilal), 2005 LAB IC-4158 (V.Ramana Vs. 
APSRTC) and 2005 LAB IC-854 (Bharat Forge Co. Ltd. Vs. 
Uttam ManoharNakata). 
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7. Before delving into the merit of the matter, I think it 
necessary to mention the principles envisaged judgments 
cited by the management representative. 

In the decision reported in 2001 LAB IC-2367 (Supra) 
the Hon'ble Apex Court have held that:— 

“Disciplinary Enquiry:—Finding of fact- Interference- 
Permissible only when there is no material for the said 
conclusion: or that on the materials, the conclusion 
cannot be that of a reasonable man. Enquiry officer dealing 
with Articles of charge chronologically and relevant 
materials on basis of which ultimate conclusion is arrived 
at. Findings of enquiry officer cannot be held to be findings 
base on no evidence. Bias of enquiry officer also not made 
out-Enquiiy cannot be held to be vitiated.” 

In the decision reported in AIR 1972 SC-2182 (Supra), 
the Hon'ble Apex Court have held that:— 

“A finding recorded in a domestic enquiry cannot be 
characterized as perverse by the Labour Court unless it 
can be shown that such a finding is not supported by any 
evidence or is entirely opposed to the whole body of 
evidence adduced. In a domestic enquiry once a conclusion 
is deducted from the evidence, it is not permissible to assail 
the conclusion even though, it is possible for some other 
authority to arrive at a different conclusion on the same 
evidence.” 

8. It is also well settled by the Hon'ble Apex Court in a 
number of decisions that:— 

“A disciplinary proceeding is not a criminal trial. The 
Standard of proof required is that of preponderance of 
probability and not proof beyond reasonable doubt. 

* * * * * * * * 

where there are some relevant materials which the 
authority has accepted and which materials may 
reasonably support the conclusion that the officer is guilty, 
it is not the function of the High Court exercising its 
jurisdiction under Article 226 to review the materials. If 
the enquiry has been properly held, the question of 
adequacy or reliability of evidence cannot be canvassed 
before the High Court.” 

** ** * 4 c ** 

The jurisdiction of the Tribunal to interfere with the 
disciplinary matters for punishment cannot be equated with 
an appellate jurisdiction. The Tribunal cannot interfere with 
the findings of the enquiry officer or competent authority 
where they are not arbitrary or utterly perverse. It is 
appropriate to remember that the power to impose penalty 
on a delinquent officer is conferred on the competent 
authority either by an act of Legislature or rules made under 
the proviso of Article 309 or the Constitution. If there has 
been an enquiry consistent with the rules and in accordance 
with the principles of natural justice, what punishment would 
meet the ends of justice is a matter exclusively within the 


jurisdiction of the competent authority. If the penalty can 
be lawfully imposed and is imposed on the proved 
misconduct, the Tribunal has no power to substitute its 
own discretion for that of the authority. 

9. It is also settled beyond doubt by the Hon'ble Apex 
court in a chain of decisions that:— 

“The strict rules of evidence are not applicable to the 
proceedings before the Labour Court/Tribunal).” 

10. Now, the present case in hand is to be judged with 
the touch stone of the principles enunciated by the Hon'ble 
Apex Court as mentioned above. 

On perusal of the materials on record, including the 
pleadings of the parties, it is found that there is no challenge 
in the statement of claim about the perversity of the findings 
of the enquiry officer. It is found from the materials on 
record that the evidence adduced in the enquiry was not 
challenged by the workman, by taking part in the enquiry. 
The finding of the enquiry officer is based on the evidence 
adduced in the enquiry. It is not a case of no evidence or 
that the conclusions drawn by the enquiry officer are totally 
against the materials on record. Hence, the findings of the 
enquiry officer cannot be said to be perverse. 

So far the proportionality of punishment is concerned, 
from the record, it is found that commission of grave 
misconduct has been proved against the workman in a 
properly conducted departmental enquiry. The punishment 
of termination of the services of the workman cannot be 
said to be shocking disproportionate to the serious 
misconduct proved against the workman. As such, there is 
no scope to interfere with the punishment imposed against 
the workman. Hence, it is ordered:— 

ORDER 

The action of the management of WCL, Chandrapur 
Area in terminating Shri Surendra Purushottam Ugade, Ex- 
General Mazdoor w.e.f. 14.07.87 is legal and justified. The 
workman is not entitled to any relief. 

J. P. CHAND, Presiding Officer 
26 3T^R, 2012 
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New Delhi, the 26th October, 2012 

S,0. 3435. — In pursuance of Section 17 of the 
Industrial Disputes Act, 1947 (14 of 1947), the Central 
Government hereby publishes the award (Ref. No. 191/95) 
of the Central Government Industrial Tribunal-cum-Labour 
Court, Jabalpur as shown in the Annexure, in the Industrial 
Dispute between the employers in relation to the 
management of SECL and their workman, which was 
received by the Centra! Government on 26-10-2012. 

[No. L-22012/186/1995-IR(C-lI)] 
B. M. PATNAIK, Section Officer 
ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT, 
JABALPUR 
NO. CGIT/LC/R/191/95 
Presiding Officer: Shri MOHD.SHAKIR HASAN 
General Secretary, 

M.P .K.M.S(HMS), 

Post South Jhagrakhand colliery, ... Workman 

Distt. Surguja (MP) 

Versus 

Sub Area Manager, 

Rajnagar Area of SECL, 

Post Rajnagar Colliery, 

Distt. Shahdol (MP) ... Management 

AWARD 

Passed on this 5 th day of October 2012 

1. The Government of India, Ministry of Labour vide its 
Notification No. L-22012/186/95-IR(C-II) dated 
30-10-95 has referred the following dispute for adjudication 
by this tribunal:— 

“Whether the demand of the General Secretary, M.P 
Koyla Mazdoor Sabha (HMS) for regularization of 
the sweeping workers named in the schedule on the 
roll of Rajnagar R.0 sub Area of Hasdeo Area of 
SECL is legal and justified? To what relief the workers 
are entitled?” 

2. The case of the Union in short is that the management 
is legally duty bound to maintain the sanitary and 
conservancy service in well order depending on the 
strength of manpower of the colliery. The requirements of 
sweeping manpower was increased due to opening of new 
projects and other establishments. The sweeping is part 
and parcel of the activity for Coal Industry and incidental 
too. Sweeping job is a prohibited category vide notification 
dated 1-2-1975 of Ministry of Labour, Govt, of India and 
are of permanent and perennial in nature. 

3. The further case of the Union is that the workmen 
Shri Raju and 15 others as per list had been engaged by 
the management for sweeping job/work from 1986 in 
Rajnagar Re-organisation. Their services were taken to 


keep the areas round the colliery clean and colliery drains 
in good order under the supervision of Medical Officer. 
They were working alongwith regular employees every 
where under the strict supervision of the management 
and their attendance was marked by these personnels 
and payments were made by them. These workmen had 
worked the job of permanent and perennial nature which 
was similar to the regular employees of Category-I and II. 
The management is custodian of records and is duty 
bound to maintain the statutory records under the Mines 
Act. The management therefore could not have engaged 
these workmen through a ghost contractor. The 
management adopted unfair labour practices by paying 
them less wages against the law of the land and branded 
them as contractor workers. It is submitted that the 
management be directed to regularize these workmen on 
Company’s roll with all consequential benefits from the 
date of their engagement. 

4. The management appeared and filed Written Statement 
in the case. The case of the management, interdict ; is that 
it is an admitted fact that sweepers are required for 
sanitation and conservancy services and the management 
had sufficient number of sweepers in its roll. It is stated 
that sweeping manpower of the management was 28 as 
against the provision of 24 in the year 1986. It is also 
admitted that a notification was issued by the Central Govt, 
abolishing the employment of contract labour for the work 
given in the schedule thereof as has been alleged by the 
union. It is also admitted that the sweeping is incidental to 
the activities of Coal Industry and is defined in Central 
Coal Wage Board 1967 and the Implementation Instruction- 
69 is applicable. 

5. The further case of the management is that the alleged 
workmen were never employed for the job of Sweeping, 
cleaning, dusting and watching of buildings owned or 
occupied by the establishment. The management has 
permanent workers for the job of cleaning in the colony 
and mine surface. The management awarded work order 
for removal of debris and garbage which was accumulated 
by the regular sweepers. The contractor was required to 
lift the debris and garbage to dispose off at a specified 
place. This job does not come under the purview of the 
said notification. The management has no knowledge as to 
whom the contractor had engaged for the work order given 
to him. The management had never engaged contract 
labours in prohibited category of job i.e. sweeping. It is 
stated that the management had not appointed, taken work 
nor supervised the work of the alleged workmen and 
therefore the question of less payment of wages doesnot 
arise. It is submitted that the demand of the Union is not 
justified and is not entitled to any relief. 

6. On the basis of the pleadings of the parties, the 
following issues are framed for adjudication:— 
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I. Whether the workmen as in the reference list are 
under the direct control of the management and 
the contractor is a sham and bogus? 

DL Whether these workers are doing sweeping work 
as performed by regular sweepers? 

III. Whether the demand of the Union for regularizing 
these sweeping workers on the roll of Rajnagar 
R.O. Sub Area of Hasdeo Area of SECT is legal and 
justified? 

IV To what relief these workers are entitled? 

7. It is apparent from the pleadings of the parties that 
the following facts are admitted:— 

1. The management is legally duty bound to maintain 
the sanitary and conservancy service in well order 
depending on the strength of manpower of the 
colliery. 

2. The sweeping is part and parcel of the activity of 
Coal Industry and incidental too, 

3. Sweeping job is a prohibited category of work vide 
Notification dated 1-2-1975. The schedule 
annexed is as under 

SCHEDULE 

L Raising or raising-cum-selling of coal. 

II. Coal loading and unloading. 

DDL Overburden remove and earth-cutting. 

IV Soft Coke manufacturing. 

V Driving of Stone drifts and miscellaneous stone 
cutting underground. 

VI. Sweeping, cleaning, dusting and watching of 
buildings owned or occupied by establishment. 

4. Regular sweeper employees of SECL are engaged 
for sweeping job and are paid Category-I and II wages. 

8. Issue No. I & II 

Both the issues are taken up together for the sake of 
convenience. Now the important point for consideration 
Is that whether these workmen are under the direct control 
of the management or they are contractor’s workers. It is 
also important to decide that even if these workmen are 
workers of the contractor, then as to whether they are doing 
the same work as performed by the regular sweepers. 
According to the Union/workmen, they were working 
alongwith regular employees everywhere under the strict 
supervision of the management and their attendance was 
marked by these personnels and payments were made by 
them but the management branded them contractor’s 
workers. On the other hand, the management has contended 
that the management has permanent workers for the job of 
cleaning in the colony and mine surface and work order 


was awarded to the contractor for removal of debris and 
garbage which was accumulated by the regular sweepers. 
The management denied engagement of contract labours 
in prohibited category of job i.e. sweeping. 

9. Now let us examine the evidence of the Union/ 
workman in order to determine the point for consideration. 
Before discussing the evidence, it is proper to see as to 
what are the works of regular sweepers of the management. 
The works of prohibited category of sweeping jobs are 
defined in the Central Coal Wage Board,1967 and the 
Implementation Instruction No. 69. The Union/workman 
has filed photocopy of National Coal Wage Board 
Agreement III and Implementation Instruction-69 which is 
admitted by the management and is marked as Exhibit 
W/13. Serial No. 19 is the job description in sweeping 
category-J (unskilled) which is as under:— 

“ A workman generally employed on the surface to 
keep the surface area including screening and 
washing plants free from paper, dirt etc. He may be 
employed under the Medical Officer to keep the areas 
round the colliery dhowrah and collier)' drains in 
good order.” 

In the job description in Category II (semi-skilled) at SI. 
No. 5, the work of sweeper is defined as under:— 

“In addition to the duties of a sweeping mazdoor, he 
is also employed in removing night soil.” 

10. Now in the light of job description of regular 
sweeping employee, the evidences are to be examined in 
the case. The Union has examined 13 witnesses in the 
case. The Union witness Shri Dhanilal was working as 
Mate of the regular sweepers. He has come to support 
the case of these workmen. He knew ail the 16 workmen. 
He has stated that their attendance were marked in the 
office. He has stated that the contractor was fake and 
bogus who came on the direction of the management for 
payment of wages to the worker only. He has stated in 
cross-examination that he used to take work from these 
workers. The attendance was taken by Shri Surender Babu, 
clerk. He has further stated that Sub Area Manager and 
Medical Officer also took work from them. His evidence 
clearly shows that there was clear supervision of the work 
of the management. He has also stated that when regular 
sweepers were remained absent, those works were taken 
by these workers. His evidence further shows that they 
were also doing the works of regular employee which were 
of prohibited category. There is nothing to show that he 
has any grudge to depose against the management. Even 
no such suggestion is given to the witness by the 
management. 

11. Another Union witness is Shri Premlal. He is also 
mate of sweeping workers and is a regular employee. He 
has taken the names of these workers. He has stated that 
they are deputed for work alongwith regular sweepers 
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where there were necessities by the direction of the 
management. He has supported the case of the Union in 
the cross-examination also. He has also stated that where 
there is necessity of cleaning, he used to depute these 
workers and they are working since 1985. He has stated 
that the Engineers and Welfare Officer also direct them 
to work. He has also stated that he deputed these workers 
for cleaning drains, septic tank, for cleaning colony and 
for removing dead animals. His evidence clearly shows 
that these workers also do the same work as defined in 
the job description of Implementation Instruction-69 which 
is a job of permanent and perennial nature for regular 
sweepers. There is nothing in his evidence to show that as 
to why he has deposed against the management though 
he is a regular employee of the management. His evidence 
fully supports the case of the Union that they were 
supervised by the management and the contractor is a 
camouflage and sham and they are doing the same work as 
by regular sweepers. 

12. The Union has examined 11 workers of the list of 
reference. Their evidence are similar and in corroboration 
to each other. These workers are : 1. Shri Shekhlal, 2. 
Shri Ramcharan, 3. Shri Madan, 4. Shri Dhiraj, 5. Shri Vijaylal, 
6. Shri Devi Shanker, 7. Shri Dowarika, 8. Shri Babulal, 
9. Shri Bhagwan Das, 10 Shri Mahesh and 11. Shri Raju 
who have supported the case of the Union. They have 
stated that they are not working since 1985 and are not 
working under any contractor and denied engagement by 
contractor. They have admitted that they had not been 
given any appointment letters nor they gave any interview 
for appointment. They have supported this fact that they 
were working alongwith regular sweepers and Mate Shri 
Premlal deputed them on work. These workmen have also 
stated that they gave applications of leave to the officers. 
The workmen Shri Mahesh and Shri Raju have supported 
the fact that the payment of wages were done in presence 
of Welfare Officer by the management and were not done 
by the contractor. The evidence of these workmen clearly 
show that the management controls and supervises the 
work of these workmen and the payments of wages are 
made by the management. The management has not filed 
even a chit of paper to show that the payments to these 
workers were done by the contractor though it appears 
from the evidence of the management witness that there is 
record of payment in possession of the management. Thus 
the oral evidence clearly shows that these workmen are in 
the direct control of the management and they are also 
working the same work as have been done by the regular 
sweepers of the management. 

13. The Union has also adduced documentary evidence 
in support of the case. Most of the documents are admitted 
by the management and others are proved by the Union 
witnesses which are marked as Exhibit W/l to W/18. The 
Union has filed work orders to show that these are created 
for the purpose to branded these workers as contractors’ 

H2li\ <$rj}2~2! 


workers which are marked as Exhibit W/l to W/10. The 
work order 1163 dated 64-94 is marked as Exhibit W/2 which 
is antedated. This clearly shoujs that the wdyk was to 
commence on 27-2-94 and to complete on 28-3*94 but the 
work order was issued antedated on 64-94 i.e. after the 
date of completion of work. This clearly shows that the 
management created document of work order to colour 
these workmen as contractor's workers after the alleged 
completion of work. 

14. Exhibit W/5 is another work order 90/123 dated 
44-90. Similarly this work order shows that the date of 
commencement of work was on 1-2-90 and the date of 
completion of work was on 28-2-90. This shows that the 
work order was issued after the completion of work and is 
only a paper work. There is no explanation of the 
management as to how the work order was issued after the 
completion of the work. 

15. Exhibit W/l 1 is the application dated 11-12-92 filed 
by the Union before the A$stt. Labour Commissioner (C) 
Shahdol (MP) whereby the Union raised dispute of Shri 
Raju and 15 others to treat them to be on the roll of the 
management. Exhibit W/12 is the reply dated 20-1-1993 of 
the management before the ALC(C) Shahdol for closing 
the case of the Union as there is no merit. These documents 
are filed by the Union to simply show that the Union was 
raising the dispute that these workers are in the direct 
control of the management and there is unfair labour 
practice whereas the management has denied and has 
contended that they are workers of the contractor and are 
doing different work than the regular sweepers. 

16. Exhibit W/13 is the photocopy of National Coal 
Wage Agreement-Ill and IJ.No.69' .The relevancy of the 
document has already been discussed earlier. 

17. Exhibit W/l4 and W/l 5 are the copies of sample 
slips showing engagement of works of these workers. These 
documents are admitted by the management witness Shri 
P. Golait. One of the slip is signed by the Labour Officer 
Shri Patnaik and another slip by the Medical Officer Shri 
Sahai. These slips show that they were deputed to work to 
clean night soil and for spraying to prevent mosquito. These 
works show that it comes under the job description of 
Sweeper Cat-II of permanent employee (Exhibit W/13) . 
This also shows that the work also comes under the 
prohibited degree for which there is a notification. These 
documents clearly show that these workers were under the 
supervision of the management and are doing the same 
work as regular employees. Exhibit W /17 series are 18 
engagement slips which are signed by the mate Premlal 
who has admitted his signature in his evidence as a Union 
witness. He is a regular employee of the management. He 
took works and used to supervise the regular sweepers of 
the management and also these alleged workers. These 
slips clearly show that the alleged contractors workers are 
deputed to work to clean drains, surface area and to remove 
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dead animals. These works are admittedly of the regular 
sWeeper of the management and the works are of prohibited 
degree in view of the notification dated 1-2-1975. Thus 
these slips clearly show that these workers are termed as 
contractors workers but were doing the similar work as the 
regular sweepers were doing and were doing under the 
strict supervision and control of the management. Exhibit 
W /18 shows that the alleged contractor worker Vijaylal 
was deputed to work in place of regular sweeper Foolchand. 

18. Exhibit W/16 is the order dated 29-9-03 passed by 
the Dy. Chief Labour Commissioner (Central), Mumbai on 
the application under Rule 25(2)(V)(a) and (b) of contract 
Labour (Regulation and Abolition) Central Rules, 1971 filed 
by the workman, Shri Raju and 26 others against the 
management, Hasdeo Area, SECL and Rajnagar colliery 
and two contractors for same and similar wage rates, 
holidays, hours of work and other service conditions to 
the sweeping workers engaged through alleged contractor 
at Rajnagar Sub Area of Hasdeo Area of SECL at par with 
sweeping workers employed directly by the principal 
employer, SECL. The learned Dy. CLC(C) Central 
Mumbai passed the order dated 29-9-03 and held that— 

“As a result of the above findings, it is held that the 
category of sweepers working at Rajnagar Sub Area 

' of Hasdeo Area of SECL under the contractors are 
performing the similar work as performed by the 
corresponding category of sweepers directly 
employed by the principal employer of SECL”. 

This order is filed to show that after considering the 
oral and documentary evidence, the learned CLC(C) 
Mumbai has come to the conclusion that these so called 
contractor workers are also doing the same and similar 
work of sweeping workers employed directly by the 
management. This fact clearly shows that these alleged 
contractor workers are doing the work of prohibited 
degree as in the notification stated above. The oral and 
documentary evidence of the Union further shows that 
the contract is sham and bogus. The evidence shows that 
they are still working from 1985 and the work orders were 
created to colour them as contractor’s workers. 

19. On the other hand, the management has also 
adduced oral and documentary evidence. The management 
has examined two witnesses in support of the case. The 
management witness Shri P .Golait was working as 
Executive Engineer (C) in Rajnagar R.O. of Hasdeo Area 
from 1991 to 2001. He has stated that there was sufficient 
permanent sweeper mazdoor to clean the office building 
dispensary colony and the inhabitants. This fact is 
contradicted by another witness. He has further stated that 
work orders were issued to contractor to remove garbage 
and debris which is not a permanent job. He has stated at 
pare 7 that he knew that one Premia! was mate who 
supervised permanent sweepers in cleaning work. Premlal 
is examined in the case. He has supported that these 


alleged contractor workers were also doing the work 
alongwith permanent sweepers. Premlal has proved his 
signatures on the engagement slips which are Exhibit W/17 
series. This management witness has also proved two 
engagement slips which are marked as Exhibit W /14 and 
W/l 5. He has admitted at para-10 that the work of cleaning 
sweeping and dusting was under the control of the doctor. 
The above referred slip (Exhibit W /15) was issued by the 
doctor for deputing on work to the alleged contractor 
workers. This shows that the Doctor was controlling these 
workers as in job description of Implementation 
Instruction No.69. This also shows that these workers were 
not only working in removing garbage and debris rather 
they were also doing the work of permanent sweepers. 
Another management witness Shri N R.Das is working as 
Personnel Manager, SECL, Chirimiri Area. He was working 
from 1985 to June, 1996. He has stated that after 1986 the 
temporary sweepers had been decreased and the work of 
removal of garbage was done by contractor. This shows 
that he has contradicted Shri P.Golait that there was 
sufficient number of permanent sweeper. He has stated 
that the wages of the workers were paid in his supervision 
and he certified those payment sheets which are in 
possession of the management. The management has not 
produced those payment sheets in court to prove that the 
payment was done by the contractor to these workers 
which can only to prove the fact. The management is said 
to have certified the payment sheets. The Union claims 
that the payment are being done directly by the 
management. This fact can only be proved by production 
of payment sheets but the management had concealed the 
payment sheets as such adverse reference is to be drawn 
that payment of wages to these workers were being done 
by the management. He has stated at para-21 that before 
awarding contract, tender was invited. The management 
has not filed any tender paper to substantiate the work 
orders and the contract. 

20. The management has also filed documents which 
are admitted by the Union and are marked as Exhibit M/1 to 
M/33. The management has filed eighteen work orders to 
support the fact that the garbage removing work was given 
to the contractor and to these workers of the contractor. 
These work orders are marked as Exhibit M/1 to M/4, M/6, 
M/7, M/9, M/10, M/12, M/17 and M/26 to M/33. Out of 
these work orders, the work orders marked as Exhibit M/2, 
M/6, M/7 and M/33 appear to have been issued after the 
completion of the alleged work. This itself shows that these 
contractors are only on paper and fake and the works are 
being done in the direct control of the management by 
these workers who are continuously working from 1985. 
Moreover the work orders dont show that these workers 
were doing the work of garbage removing. This case only 
be proved from payment sheets and the same was not filed 
by the management though it were in the possession of 
the management. 
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21. Exhibit M/5, M/8, M/11, M/13, M/16 and M/19 are 
the Inspection reports which is said to have done after 
completion of the work. It is clear from the above discussion 
that when the work orders are found to be doubtful and 
antedated. The Inspection Reports did not place any 
reliance in the case of the management. It also appears that 
Exhibit M/8 and M/19 show that the signature on the alleged 
inspection reports were done after about one month on 
completion of the works which creates doubt in the 
genuinety of the document about the claim of alleged 
inspection. 

22. Exhibit M/14, M/15 and MZ18 are said to be Labour 
Payment Certificates issued by Personnel Officer whereby 
the management certified the payment of wages to the 
workers. This payment certificates donot disclose the name 
of the workers. These certificates are based on payment 
sheets of the workers. The management witness Shri N .R. 
Das has stated in his evidence that payment sheets are 
available with the management but those payment sheets 
are not filed in court which ought to have disclosed the 
names and number of works worked in the alleged sweeping 
work. Moreover both the Exhibit M/14 and M/15 are signed 
on same day after two months of the completion of alleged 
works. These certificates donot show that the payment 
was made to these workers. 

23. Exhibit M/21 is the failure report of Asstt. Labour 
Commissioner(C), Shahdol to Ministry. This is filed to show 
that no settlement was arrived between the management 
and Union. Exhibit M/22 is reply of the Dy.CME/ Sub Area 
Manager Rajnagar R.Q. filed before the ALC(C) Shahdol 
on 20-1-93 wherein the management denied the case of the 
Union. Exhibit M/23 is the copy of the application dated 
11-12-92 filed by the Union before the ALC(C) Shahdol 
raising the industrial dispute regarding non-regularisation 
and proper payment of wages to the workers engaged in 
sweeping job. These documents simply show that the 
industrial dispute was raised by the Union which ended in 
failure and thus the present reference. 

24. To sum up the entire evidence oral and documentary 
of both the parties, it is clear that the following facts have 
been established and proved. 

1. The management is legally duty bound to maintain 
the sanitary and conservancy service in well order 
depending on the strength of the man power of the 
colliery. 

Z The sweeping is part and parcel of the activity of 
Coal Industry and incidental too. 

3. Sweeping job is a prohibited category of work in 
view of notification dated 1-2-1975 and are doing 
by the regular sweepers. 

4. The regular sweepers of SECL are engaged for 
sweeping job and are of category I and II. After 


1986, number of sweepers retired and have been 
decreased in number. | 

5. The alleged contractor j is sham and -bogus and 
contracts are only paper works. r 

6. These workers listed in the reference case are doing 
the same job as performed by the regular sweepers 
of the management. 

7. These workers are working under the control and 
supervision of the management. 

8. In view of concealment of payment sheets by the 
management, it is established that the payment was 
being made by the management. 

Thus it is clear from the discussion made above that 
these workmen are under the direct control of the 
management and the contractor is sham and bogus. It is 
also clear that these workers are also doing the same job 
as performed by the regular sweepers and the same comes 
in the prohibited degree. Both the issues are decided in 
favour of the Union/workmen and against the management. 

25. Issue No. Ill 

Now the important question is as to whether these 
alleged contractor workers are entitled to be regularized 
on the roll of sweeping workers of Rajnagar R.O. Sub 
Area of Hasdeo Area or not. On the basis of the discussion 
made above, it is clear that sweeping, cleaning dusting 
and watching of buildings owned or occupied by the 
establishment is a prohibited category of work vide 
notification dated 1-2-1975. The evidence on the record 
has clearly established that these so called contractor 
workers were also doing the same and similar work as 
performed by the regular sweepers. There is no case of 
the management that these nature of work done by them 
which is same and similar to the work of permanent 
sweepers is as per contract work order. This aspect clearly 
shows that they were doing the similar work as performed 
by the regular sweepers under the direct control of the 
management as it was not the work of alleged contractor. 

26. The evidence of the Union witnesses clearly show 
that these workmen are employed since 1985 and are doing 
cleaning work continuously. There is even no suggestion 
to these witnesses that they are not continuously engaged 
in the work. The evidence of the management witnesses 
also indicates that they are working continuously in the 
Rajnagar R.O. The learned representative of the Union has 
submitted that out of these workers 1. Shri Suresh, 2. Shri 
Rama Sare, 3. Shri Sandeep, 4. Shri Bhanu and 5. Shri Bhura 
have left and abandoned the job of the management. He 
has further stated that Shri Raju died but his wife is working 
in his place. Out of 16 workers of the list of reference, five 
left the job and one died and the remaining ten workers are 
still doing the job of sweeping as has been discussed 
above. Their continuance in service shows that there is 



permanent requirement of sweepers but the management 
is taking work from them. This fact that the regular sweepers 
were decreased on account of retirement from 1986, is 
supported by the management witness Shri N.R. Das at 
para 25. It is evident that these workers are thus engaged 
by the management in prohibited degree of work. As such 
it is clear that to employ these workers against the 
permanent nature of job prohibited under the notification 
dated 1-2-1975 by the management and to continue them 
for more than 25 years with the object of derpriving them of 
the status and privileges of permanent status inspite of 
requirement of the sweeper workers is nothing but an unfair 
labour practice as has been provided in 5th schedule of 
Clause-I (10) of the Industrial Dispute Act, 1947 (in short 
the Act, 1947). 

27. The learned Counsel for the management argued 
that the Union witnesses have admitted in their evidence 
that they have not filed any application for the job nor their 
names were recommended by the Employment Exchange 
nor any interview was held nor any appointment letter was 
issued. It is submitted that therefore their services cannot 
be regularized as their appointments were dehors rules and 
constitutional scheme of Public employment. The learned 
counsel for the management has placed reliance on a 
decision reported in AIR 2007 ,S. C. 1166 Accounts Officer 
(A&I) APSRTC & ors Vrs. K.VRamana&Ors. Wherein the 
Hon'ble Apex Court held that— 

“In our opinion, these appeals have to be allowed. It 
has been held by a Constitution Bench of this Court 
in Secretary, State of Karnataka and others Vrs. Uma 
Devi(3) & ors 2006(4)SCC 1 that absorption, 
regularization or permanent continuance of 
temporary, contractual, casual, daily wage or adhoc 
employees dehors the rules and constitutional 
scheme of public employment cannot be granted by 
the Courts. As regards the circular dated 31-3-1998 
the same cannot override Article 16 of the 
Constitution, and hence regularization cannot, be 
granted under the said circular. Even if the contract 
labourers or casual workers or adhoc employees have 
worked for a long period they cannot be regularized 
dehors the rules for selection as has been held in 
Uma Devi’s case (supra).” 

In this particular case, the workers were not in service 
and were terminated since 10-5-98 but in the instant case, 
the workmen are still continuing in service. They are 
engaged in the year 1985 and their engagement as contract 
sweepers were prohibited on account of notification of the 
prohibition of the said job ab-initio. It is evident that the 
vacancies of the sweepers were created time to time on 
retirement of the regular workers and there is unfair labour 
practices under the provision of the Act, 1947. Thus the 
facts of this case is different from the decision relied by the 
management. The learned counsel for the management has 
also relied decisions reported in 201 l-l-LLJ-21 l(Bom) 


Airports Authority of India, Mumbai Vrs. Indian airport 
Kamgar Union and others and 201 l-l-LLJ-835 (Guj) 
Leelaben Parmer and ors Vrs. Physical Research 
Laboratories & ors. These rulings are not applicable in this 
case as the fact and circumstances of the instant case is 
quite different. 

28. The learned counsel for the management also argued 
that these workers were admittedly not engaged by 
adopting the procedure of appointment. It is further 
submitted that even if the contractors labour were engaged 
for the sweeping work which was prohibited by notification 
dated 1-2-1975, they are not deemed to be automatically 
absorbed. He has placed reliance of the decision reported 
in 2001(7) SCC1 SAIL Vrs National LInion Water Front 
workers and the award passed in reference case Nos CGIT/ 
LC/R/40/2003 and 21 /05 on 16-9-09. It appears that the said 
decision is based on different facts because it is clear that 
in the instant case, they were in direct employment and 
there was already notification on 1 -2-1975 prohibiting the 
engagement of contract sweepers in the sweeping work. 
The contract work was ab-initio void. These workers were 
doing the same and similar work as were being performed 
by the regular sweepers. Admittedly there was no work 
order to the alleged contractor other than the work of 
removing garbage and debris. The contractors were also 
found sham, bogu$ and camouflage. The workers are found 
in the direct employment for more than last 25 years as 
they are still doing the work of permanent sweepers under 
the control of the management. 

On the other hand, the Representative of the Union has 
argued that Uma Devi’s case reported in (2006) 4. SCC. 1 is 
explained and distinguished by the Hon’bie Apex Court in 
the decision reported in (2009) BSCC.556 Maharashtra State 
Road Transport Corporation and Another Vrs. Casteribe 
Rajya Parivahan Karamchari Sangathan. It is submitted that 
in this case unfair labour practice is established as provided 
in 5th Schedule Clause 1(10) of the Act, 1947 and therefore 
the workmen are entitled to be regularized on the roll of the 
management. 

30. The learned counsel for the management argued 
that even if there was any violation of the provision of the 
Act, 1947 then there is no provision in the Act for automatic 
regularization rather simply there is penal provision in the 
Act, 1947. 

31. Considering the entire evidence on the record and 
submission made by the parties, it is evident that ten of the 
workers are still continuing in the job of sweeping etc. of 
the management and therefore there is requirement of 
sweepers to the management of the job of prohibited degree 
of works. Thus these ten workers are required to be taken 
on the roll of the management by relaxing the condition as 
to the maximum age, taking into consideration the age of 
the workers at the time of alleged initial employment and 
also relaxing the condition as to academic qualification. 
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Accordingly this issue is decided in favour of the Union/ 
workmen and against the management. 

32. Issue No. IV 

On the basis of the discussion made above, it is evident 
that ten above sweeping workers who are still continuing 
in the sendee of the management are required to be taken 
on the roll of the management if otherwise found suitable 
on the basis of above conditions. The management is, thus, 
directed to pass an appropriate order in respect of the ten 
above stated sweeping workers within two months from 
the date of award for taking them on the roll of the 
management on the basis of above direction. The reference 
is accordingly answered. 

33. In the result, the award is passed without any order 
to costs. 

MOHD. SHAKIR HASAN, Presiding Officer 
26 2012 

4T.3TT. 3436.—1947 (1947 «FT 
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717^X4^ 26-10-2012 ^f[W?Tf31T «HI 
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New Delhi, the 26th October, 2012 

S.O. 3436.—In pursuance of Section 17 of the Industrial 
Disputes Act, 1947 (14 of 1947), the Central Government 
hereby publishes the Award (Ref. No. 159/2000) of the 
Central Government Industrial Tribunal-cum-Labour Court, 
Nagpur as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
WCL and their workman, which was received by the Central 
Government on 26-10-2012, 

[No. L-22012/55/1995-IR(C-II)3 
B.M. PATNA IK, Section Officer 

ANNEXURE 

BEFORE SHRI J P. CHAND, PRESIDING OFFICER, 
CGIT-CUM LABOUR COURT, NAGPUR 

Case No. CGIT/NGP/ 159/2000 Date: 09-10-2012. 

Party No. 1: The Superintendent of Mines, 

Walni Mines, WCL, Sillewara Project, 
PO: Walni Mine, Distt. Nagpur 

42 m &r) 12-22. 


Versus 

Party No.2: The Secretary, 

Rashtriya Koyia Khadan Mazdoor 
Sangh, Plot No. 604, Giripeth, Opp RTO 
Nagpur, Nagpur. 

AWARD 

(Dated: 09 th October, 2012) 

In exercise of the powers conferred by clause (d) of 
sub- section (1) and sub-section 2(A) of Section 10 of 
Industrial Disputes Act, 1947 (14 of 1947) (“the Act” in 
short), the Central Government had referred the industrial 
dispute between the employers, in relation to the 
management of WCL and their workman, Shri Shri Pannalal 
Thakur, to CGIT-cum-Labour Court, Mumbai-I for 
adjudication, as per letter No.L- 22012/55/95-IR(C-II) dated 
21-05-1997, with the following schedule:— 

“Whether the action of the management of Walni 
Coal Mines of M/s. WCL, PO: Walni, Distt. Nagpur 
in dismissing Shri Pannalal Ramanand Thakur, a 
regular piece rated worker (UGL raider) from services 
w.e.f. 30-10-1993 is legal and justified? If not, to what 
relief the workman is entitled and from which date?”. 

Subsequently, the case was transferred to this Tribunal, 
for adjudication in accordance with law. 

2. O * receipt of the reference, the parties were noticed 
to file their respective statement of claim and written 
statement and accordingly, the union, “Rashtriya Koyia 
Khadan Mazdoor Sangh”, (“the union” in short) filed the 
statement of claim on behalf of the workman, Shri Pannalal 
Thakur, (“the workman” in short) and the management of 
WCL, (“Party No. 1 ” in short) filed its written statement. 

The case of the workman as projected by the union in 
the statement of claim is that the workman was charge 
sheeted on 11-10-1991, under clauses 17(iXa)and 17(i)(o) 
of the Standing orders applicable to Walni Coal Mines and 
the charges levelled against the workman were vague and 
not specific and though according to the allegations made 
in the charge sheet, a complaint was received against the 
workman that he got the employment as an impersonator 
and in the preliminary enquiry it was found that his real 
name is Haridwar Pal S/o. Ramdeo Pal, the charge sheet 
was not accompanied by the copy of the complaint received 
against the workman and the copy of the preliminary 
enquiry report and the charge sheet suffered from infirmities 
and therefore, the same was bad in law and not maintainable 
and the workman submitted his reply to the charge sheet, 
denying the allegations and a police complaint was also 
made against the workman on the allegation of his 
impersonating himself as Pannalal Ramanand Thakur and 
Police submitted charge sheet against the workman in the 
court of Judicial Magistrate First Class, Saoner, under 
Sections 419 and 420 of the Indian Penal Code, but the 
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workman was acquitted by the court in the criminal case on 
31-03-1994 and on receipt of the reply of the workman, the 
party no.l constituted the departmental enquiry and 
appointed Shri A. K. Mehta as the enquiry officer and the 
workman attended the enquiry alongwith his co-worker 
and the proceedings recorded by the enquiry officer on 
the first date ofthe enquiry dated 18-12-1991 were violative 
ofthe principles of natural justice, as the enquiry office did 
not explain the charges levelled against the workman to 
him on that day and on the next day of the enquiry, i.e. on 
21-12-1991, the enquiry officer directed the management 
representative to lead evidence from the side of the 
management, but he did not direct the management 
representative to supply the copies of the documents and 
tha list of documents and witnesses inc luding the copy of 
the complaint received against the workman and the enquiry 
officer, who was an officer of party no. 1 was noi fair and he 
had no intention to conduct the enquiry giving fair and 
reasonable opportunity to the workman to defend himself 
effectively and therefore, the procedure adopted by the 
enquiry officer was against the principles of natural justice 
and the evidence adduced in the enquiry was vague and 
did not prove the charge and original documents were not 
produced and the complaint was not examined in the 
departmental enquiry as a witness and the departmental 
enquiry was defective and bad in law and the report 
submitted by the enquiry officer is liable to be rejected as 
the same is based on the findings of the defective 
departmental enquiry and basing on such defective report, 
as the order of dismissal of the workman from services was 
parsed, the same is also liable to be rejected. 

The union has prayed to quash and set aside the order 
of punishment dated 30-10-1993. 

3. The party no. 1 in their written statement have pleaded 
inter-alia that they had done fresh recruitment of unskilled 
main power of the persons sponsored from local 
Eniployment Exchange during February 1990 and posted 
them in Walni/ Silewara group of mines and one person 
named Shri Pannalal Ramanand Thakur bearing Serial no. 
570 was selected as casual piece rated employee and posted 
accordingly, vide appointment order no. 1520 dated 24-02- 
1940, for a specific period of three months L e. from 30-03- 
1990 to 02-06-1990 and according to clause 2 of the said 
appointment order, the said appointment was to 
automatically terminate on completion of the tenure of 
appointment, unless otherwise extended in writing and on 
02-01-1991, a complaint was received from one Pannalal 
Raihanand Thakur, a resident of village-Sagarpaii, Thana- 
Faitena, District-Balia (UP) under cover of letter dated 14/ 

15-05-1991 in which, it was alleged that one Shri Haridwar 
S/oj, Ramdeo Pal had mischievously entered in the services 
oftyCL, Walni Mine, Nagpur Area in his name and the said 
Haridwar is an impersonator and as such, proper enquiry 
shobid be done to punish him and alongwith the complaint, 
the [complainant had given certified copy of photographs 



and Employment Exchange card no. 20614/83 issued by 
Employment Exchange, Nagpur and for the purpose of 
making the enquiry into the alleged impersonation and to 
submit a report to the Ministry, Shri TV. Deshmukh, the 
then Area Security Officer was deputed for investigation/ 
preliminary enquiry and after conducting a thorough 
preliminary enquiry and obtaining the statement ofthe 
complainant and the workman, Shri Deshmukh submitted 
his report with the finding that the workman is a 
impersonator and his real name is Haridwar S/o. Ramdeo 
Pal and as such, a charge sheet was submitted against the 
workman, under clauses 17(i) (a) and (o) ofthe Standing 
Orders on 11- 10- 1991 and the workman submitted his 
explanation denying the charges levelled against him and 
as the workman denied the charges, a departmental enquiry' 
was constituted against him and the charge sheet was not 
vague, but it was very clear stating that he had impersonated 
shri Pannalal Ramanand Thakur in respect of name, Father’s 
name, age, address etc and neither the workman nor his co¬ 
worker raised any objection about the alleged vagueness 
ofthe charge sheet and such an objection has been raised 
for the first time before the Tribunal as an afterthought and 
a complaint was also registered w ith the local Police station, 
Khaperkheda against the workman and mere acquittal from 
the court is not the proof of innocence of the workman and 
the acquittal ofthe workman in the criminal case was after 
his dismissal from the services. The further case of the 
party no. 1 is that the procedure adopted by the enquiry 
officer in the enquiry was quite natural and he sufficiently 
briefed the workman and his co-worker about the procedure 
to be followed during the enquiry proceedings and the 
enquiry was conducted by following the principles of 
natural justice. The further case of the party no. 1 is that 
one Pannalal Ramanand Thakur, a resident of Village 
Adarsh Nagar, POSagarpalli, Distt, Baliya (UP) had 
registered his name in the Employment Exchange at 
Nagpur as a local candidate in the year 1982-83 having 
Employment Exchange no. 2944/83 and he was staying 
with his elder brother, who was running a barber shop at 
Wani Mine and later on, in the year 1984, both the brothers 
went back to their native place in UP, leaving the 
Employment Exchange card with one Shri Ramashankar 
Pal, with a request to intimate them, whenever a call letter 
would be received and on 28-11-1989, WCL Nagpur Area 
submitted its manpower requisition to the Employment 
Exchange and accordingly, a list of 1016 candidates 
including the name of Pannalal Ramanand Thakur at serial 
no. 263 was sponsored by the Employment Exchange on 
20-01-1990 and call letter no. 510 was posted in the name of 
said Pannalal, which was received by Ram Shankar Pal, but 
he instead of intimating about the same to Pannalal, 
intimated about the call letter to Haridwar Ramdeo Pal 
(the workman), the impersonator and on the basis of said 
call letter, the workman appeared for the interview 
representing himself to be Pannalal Ramanand Thakur and 
obtained the job and the real Pannalal Thakur when came 
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to learn about the mischief, he sent his brother, Motila! 
S/o. Ramanand thakur to Nagpur, but the workman 
threatened Motilal, for which, he went back to UP, without 
making any head way and thereafter, the real Pannafai 
Thakur lodged a complaint with the General Manager, 
WCL, Nagpur Area and on getting the complaint, the 
complainant was directed to come to Walni and to produce 
his written statement, if any and a preliminary enquiry 
was held in which, the real Pannalal gave his statement 
and also produced one certificate issued by one Rajnarayan 
Upadhayay, the Gram Pradhan, Sawna, in which, it was 
mentioned that there is no person by name Pannalal 
Ramanand Thakur at Village Baluwa, Tehsil-Mohammdabad 
Distt. Gazipur (UP), which was the original address of 
the workman as per service record and Pannalal also 
produced the extract of family register of Gram Sabha of 
village Baluwa giving the details of Late Somaru, 
grandfather of the w orkman, duly stamped and certified 
by Gram Panchayat officer and Vidhan Sabha voter list 
for the year 1989 of village Baluwa and Pannalal also 
produced a backward class certificate issued by Tahasildar, 
Mohammadabad, Distt. Gazipur, which showed that the 
workman hails from village Baluwa. The further case of 
the party no. 1 is that Pannalal also produced the extract 
of family register in respect of his own family, which was 
duly certified alongwith the certified photograph fixed 
therein of Pannalal Ramanand Thakur, the residential 
certificate issued by Gram Pradhan of village Adarshnager, 
Sagarpalli stating that the complainant, Pannalal of belonging 
to village Adarshnagar and during investigation, it was learnt 
that in connection with the communal riots which had taken 
place at Walni in 1984, the workman was arrested by the 
police alongwith others and a criminal case was registered 
against him, which is pending in Saoner Court. 

It is also pleaded by the party no.l that during the 
preliminary enquiry, the workman made clear confession 
stating his name to be Haridwar Ramdeo Pal and of his 
passing Xllth class examination in the year 1981 from 
Allahabad (UP), but during the departmental enquiry, the 
workman took somersault and denied his own statement 
by giving evasive replies, but he did not produce any 
evidence in rebuttal and as the charges were duly proved, 
his dismissal is totally justified. 

4. As this is a case of dismissal of the workman from 
services after holding of a departmental enquiry against 
him, the fairness of the departmental enquiiy was taken 
up as a preliminary issue for consideration and by order 
dated 17-03-1999, the enquiry conducted against the 
workman was held to be not fair and proper. As the party 
no. 1 had sought for an opportunity to give them a chance 
to prove the charges against the workman in case of an 
adverse finding regarding the fairness of the enquiry, the 
party no. 1 was given the opportunity to prove the charges 
against the workman before the Tribunal. 


5. To prove the charges against the workman, party no. 
1 besides placing reliance on documents, examined as many 
as five witnesses, namely, (i) Shankar Raju Maderwar, (ii) 
Tanaj i Vithobaj i Deshmukh, (iii) Pannalal Ramanand Thakur, 
(iv) Rambachan Fekurand and (v) Munowar Ali. 

In rebuttal, the workman besides examining himself as a 
witness has examined Sadanand Shriram Dhiraj and 
Rajnarayan Upadhayay as his witnesses. 

6. Before delving into the merit of the matter, I think it 
necessary to mention the charges levelled against the 
workman under the standing orders which are as 
follows:— 

Charge no.l:— Clause 17 (i) (a)—Theft, fraud or 
dishonesty in connection with the 
employer’s business or property . 

Chargeno.2:— Clause 17 (i) (o)—Giving false 
information regarding one's name, age, 
father's name, qualification or previous 
service at the time of employment. 

7. At the time of argument, it was submitted by the 
union representative that by order dated 17-03-1999, it has 
already been held by the Tribunal that the enquiry 
conducted against the workman not to be fair and proper 
and the Tribunal also directed the party No. 1 to prove the 
charge against the workman before it and management have 
examined as many as five witnesses to prove the charge 
against the workman, whereas, in rebuttal, the workman 
has examined three witnesses including himself and besides 
the initiation of the departmental enquiry, a F.I.R. had been 
lodged against the workman in Khaparkheda Police Station 
on the same allegation of his obtaining the employment in 
WCL by impersonating the complainant, Pannalal 
Ramanand Thakur and a charge sheet was filed against the 
workman in the Court of Judicial Magistrate First Class, 
Saoner in the year 1992, but the workman was honourably 
acquitted by the Court in the year, 1994, after a full trial and 
though the complainant had given his statement in the 
preliminary enquiry, he did not appear as a witness before 
the Criminal Court or in the enquiry conducted against the 
workman and the evidence of Shri Rambachan Fekuram 
was rejected by the J.M.F.C., as because, the same as not 
reliable and bonafide and on close analysis of the evidence 
of the witnesses examined by the Party No.l before this 
Tribunal, it can be found that their evidence is not all 
trustworthy and the same is inconsistent and not reliable 
and Party No.l has failed to establish the charges against 
the workman. It was further submitted by the union 
representative that the evidence of the witnesses examined 
in rebuttal by the workman has not at all been shaken in the 
cross-examination and Party No.l has not been able to 
bring out anything in their cross-examination, to disbelieve 
them and the rebuttal evidence adduced by the workman 
clearly establishes that there was never any impersonation 
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bv the workman to get the employment. It was further 
submitted by the union representative that as the workman 
was acquitted in the criminal case, he should have been 
reinstated in service, as the charges both in the criminal 
ca 3 e and departmental enquiry were the same and the 
findings of the Criminal Court is to prevail upon the 
departmental enquiry and as the documents of the 
departmental enquiry were not proved before this Tribunal, 
thei same cannot be taken into consideration and in view 
of the failure of the Party No.l to establish the charges 
against the workman, the workman is entitled for 
reinstatement in service with continuity, full back wages 
and all other consequential benefits. 

In support of the contentions, the union representative 
placed reliance on the decisions reported in 2010 LAB IC * 
37^1 (Calcutta High Court) (State of West Bengal Vs 
Shankar Ghosh), 2006 LAB IC -4111 (Andhra Pradesh High 
Court) (J. Ravi Kumar Vs The Chief General Manager) and 
19941LLJ -162 (M.D., ECIL, Hyderabad Vs B. Karunakar). 

At this juncture, I think it necessary to mention here 
that judgment reported in 1994 I LLJ -162 (supra) relates to 
the effect of non-supply of enquiry report to the w orkman 
andjas in this case, it has already been held that due to non 
supply of the copy of the enquiry report to the w orkman, 
the enquiry was not fair and proper, there is no need for 
consideration of the principles enunciated by the Hon’ble 
Apex Court in the said decision again. 

8. Per contra, it was submitted by the management’s 
repijesentative that management has proved beyond doubt 
thati the employment sought by the workman was based 
on fraud and impersonation and Employment Exchange 
had sponsored the name of Shri Pannalal Ramanand Thakur 
with others for recruitment of unskilled man power for Walnil/ 
Silluwara group of mines and the workman impersonated 
himself as Pannalal Ramanand Thakur and obtained the 
employment by fraud and it is clear from the evidence 
adduced on record that the workman is not Pannalal 
Ramanand Thakur and the evidence of the five witnesses 
examined by Party No.l has not at all been shaken or 
discredited in the cross-examination, whereas, the evidence 
of the workman and his two witnesses is not at all 
trustworthy and not a single legal document has been 
produced by the workman in support of his claim and it is 
cleat from .the evidence that the workman is Haridwar Pal 
and the acquittal of the workman in the criminal case is not 
a clejar cut or honourable acquittal and he was acquitted by 
the (pourt by giving him the benefit of doubt and as the 
commission of serious misconduct has been proved against 
the workman, the punishment imposed against him is 
justified and the workman is not entitled to any relief 

9- So far the contention raised by the union 


representative regarding the effect of the acquittal of the 
workman in the criminal case is concerned, it is not disputed 
that criminal case no. 77/92 was registered against the 
workman under Sections 419. and 420 of the Indian Penal 
Code and the workman was acquitted by the learned Judicial 
Magistrate First Class, Saoner by judgment dated 31-03- 
1994. However, on perusal of the copy of the judgment 
passed in criminal case no. 77/92, it is found that the 
workman was acquitted by the Court giving him the benefit 
of doubt. 

The union representative has cited the decisions of the 
Hon’blc Calcutta High Court reported in 2010 LAB IC - 
3791 (supra) and 2006 LAB 1C 4111 (supra) in support of 
his submission. In the judgment reported in 2010 LAB IC - 
3791 (supra), the Hon’ble Court have held that: 

“Constitution of India, Art. 311 -Dismissal from 
Service- - Both criminal and departmental proceeding 
initiated against respondent Sepoy in armed Police 
were based on identical set of facts and on the 
identical charge regarding involvement of the 
respondent in connection with a dacoity case— 
Acquittal of respondent in criminal case by Sessions 
Judge Findings of Sessions Judge in criminal 
case Must prevail upon Disciplinary Authority— 
Respondent is entitled to reinstate.” 

However, with respect, 1 am of the view that the aforesaid 
judgment has no application to the present case in hand, 
as because, in this case after perusal of the materials on 
record, it is found that the punishment of dismissal was 
passed prior to the disposal of the criminal case, the acquittal 
of the workman in the criminal case was not an honourable 
acquittal, but under benefit of doubt and the departmental 
enquiry and the criminal case instituted against the 
workman were not based on the same set of facts and 
evidence. 

The judgment, reported in 2006 LAB IC -1411 (supra), is 
regarding submission of departmental charge sheet basing 
on remand report of Police, which is not the case in the 
present case in hand and as such, with respect, 1 am of the 
view that the said decision has no application to this case. 

Now, from the evidence adduced by the parties and the 
materials on record, it is to be considered as to whether, 
Party No.l has been able to establish the charges against 
the workman. 

10. So far the oral evidence is concerned, Pannalal 
S/o. Ramanand Thakur, R/o. Sagarpalii, District-Baliya, the 
person, who had lodged the complaint against the workman 
of impersonating him and to get the employment has stated 
that he had registered his name in the Employment 
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Exchange, Nagpur on 17-02-1983 and as he did not get any 
employment for more than a year, he decided to go back to 
his native village and before leaving Nagpur, he gave the 
employment exchange card to one Ramshankar Pal with a 
request to intimate him in case of receipt of any call for 
interview and in March or April, 1991, he came to know 
from one Shri Rambachan that one Haridwar Pal S/o. Ramdeo 
Pal has obtained employment in WCL by his (in the name 
of The witness) name, by using his employment exchange 
card and after getting such information, he lodged a 
complaint to the General Manager, Coal Mines, Walni 
Khadan and after filing the complaint, he got a call from the 
said colliery Manager and came to Walni and met Shri 
Pathak, the Personnel Officer and being directed by Shri 
Pathak, Shri Shankar Raja, a clerk took him to Shri Deshmukh 
Saheb, the Area Security Officer and he showed all the 
original documents in support of his claim and before his 
going to the WCL office, he was threatened by the workman 
(Shri Haridwar Pal) and three to four others of dire 
consequences in case of his taking part in the enquiry and 
he told about the same to Shri Deshmukh and Shri 
Deshmukh recorded his statement and he gave the zerox 
copies of all the documents to shri Deshmukh and Shri 
Deshmukh assured him about his safety and asked him to 
come at the time of the enquiry to give statement and he 
promised Mr. Deshmukh that he would come w ith original 
documents, but after his return from Mr. Deshmukh, he 
was again threatened to be killed by the workman and his 
friends in case of coming to Walni again, so out of fear, he 
left Walni immediately and went to his native village and 
even though, he had received a call from WCL to give 
evidence in the enquiry, out of fear of being killed, he did 
not come to Walni. 

Though this witness has been cross-examined at great 
length, nothing of substance has been brought out in his 
cross-examination to disbelieve him. Rather, in his cross- 
examination, it has been brought out that he has submitted 
the certificate issued by the Grampanchayat, report of the 
Lekhpal dated 07-05-1999, certificate certified by the Notary 
and certificate issued by the Tehasildar dated 07-05-1999 
in support of his identification and he had registered his 
name in the Employment Exchange on 07-02-1983 and he 
had put his LTI on the employment card and he has also 
produced and proved the application submitted to the 
Supdt. of Mines dated 06/08-07-1999 as Ex-M-3. The 
assertion of this witness regarding submission of the 
complaint against the workman and that the workman got 
the employment by falsely impersonating himself as 
Pannalal Ramanand Thakur and that he had given his 
statement before Shri Deshmukh and submission of 
documents in regard to his identity has not been seriously 
challenged. 

CI211J Stjtt-ZZ 


11. Party No. 1 has examined Rambachan Fekuram, an 
employee of Pipla Colliery as M\^-4. This witness inJiis 
examination-in-chief, which is on {affidavit, has plated that 
he personally knows Pannalal Rqmanand Thakur and he 
himself and Pannalal belong to the same area and that 
Pannalal had come to Walni in the year 1982, where brother 
of Pannalal was running a barber shop and Pannalal had 
obtained an Employment Exchange card from Employment 
Exchange, Nagpur and in or about 1984, Pannalal left Walni 
and went to his native place and in the year 1991, he went 
to his native place and met Pannalal and after seeing 
Pannalal, he recollected that one person, namely Haridwar 
Pal was working in WCL in the name of Pannalal, so he told 
about the said fact to Pannalal and Pannalal made a 
complaint about the same and he was examined by the 
police against Haridwar Pal for obtaining the job in the 
name of Pannalal Ramanand Tfiakur. The evidence of this 
witness has not been shaken in the cross-examination. Even 
no suggestion was given to this witness that the workman 
did not obtain the job in the name of Pannalal Ramanand 
Thakur. Evidence of Pannalal Ramanand Thakur has been 
fully corroborated by the evidence of this witness. 

12. MW-2, is Shri Tanaji Vithobaji Deshmukh, the Security 
Officer, who had conducted the preliminary enquiry basing 
on the complaint filed by Pannalal Ramanand Thakur against 
the workman. In his evidence, MW-2 has stated that as per 
the order dated 03/05-06-1991, he carried out the preliminaiy 
enquiry and during the enquiry, he recorded the statement 
of Pannalal Ramanand Thakur and the workman and in his 
statement, the workman had confessed that his real name is 
Hairidwar Pal and that he was working in WCL in the name 
of Shri Pannalal Thakur and he obtained the signature of die 
workman on his statement. The assertion of this witness 
that during the preliminary enquiry, he recorded the statement 
of the workman and the workman made a confession that he 
is Haridwar Pal, son of Ramdeo Pal and he obtained the 
service in the name of Pannalal Ramanand Thakur has not 
been challenged in the cross-examination. 

13. Shri Shankar Raja Made war has been examined as 
MW- 1. The said witness has stated that he was working 
as a clerk in personnel office at Walni Mines in 1989 and he 
knows Shri Pannalal Thakur personally, as Pannalal's 
brother, Moti Thakur was running his hair cutting saloon 
at Walni Mines and he used to go to the said saloon for 
hair cutting and often used to meet Shri Pannalal Thakur 
and on 20-04-1991, the complaint of Shri Pannalal Thakur 
was received in the office of the Manager, in which, it was 
alleged that one Haridwar Pal of Gajipur district (U.P) had 
got appointment in WCL in his name and after receipt of 
the complaint, Pannalal Thakur himself had come to the 
office and met the Personnel Officer, Shri Pathak and being 
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directed by Shri Pathak, he took Pannalal Thakur to Shri 
TV. Deshmukh, the Security Officer and Shri Deshmukh 
recorded the statement of Shri Pannalal in his presence 
and Pannalai produced documents in support of his claim 
that Shri Haridwar Pal was working in WCL in his name. 
Such assertion of Shri Shankar has virtually remained 
unchallenged in cross-examination. 

14. MW-5, Shri Munowar Alii, who was the Tehsildar of 
Balia, has stated about the issuance of a caste certificate 
an 07-05-1999 by the then Tehsildar on the application of 
Shri Pannalal son of Ramanand Thakur, R/o Sagar Palli, 
TpehsiJ- Sadar, Balia, UR 

15. In rebuttal, the workman has examined three 
witnesses including himself Shri Sadanand has been 
examined as WW-1, who in his examination-in-chief has 
stated that he is a member of Mohambadabad Panchayat 
and Pannalal, son of Ramanand, who was working in Walni 
Mines belongs to his village, Balua and he knows the entire 
family members of Pannalal personally. However, in his 
cross-examination, demolishing his own evidence, this 
witness has stated that he cannot say the name of the 
family members of Pannalal Thakur and he also cannot say 
the house number of Pannalal Thakur. 

WW-2, Rajnarayan, son of Jagannath Upadhyaya, 
resident of Sawana has stated that he was the Sarpanch 
from 01-06-1998 to 1992 (which appears to be quite wrong) 
and he knows Pannalal, son of Ramanand Thakur, who 
was working in Walni Coal Mines and the allegations 
against Shri Pannalal are not correct. In his cross- 
examination, this witness has stated that he does not know 
a$ to whether the name of Shri Pannalal Thakur is written in 
any list of the villagers in the census and he does not know 
the house number of Pannalal and he has not filed any 
document to show that Pannalal is residing at Sawana. 

From the cross-examination of WW-1 and WW-2, it is 
found that their evidence is not trustworthy and no reliance 
can be placed on the same. 

16. The workman has examined himself as WW-3. in his 
evidence, he has stated that in the year 1983, he came to 
Nagpur and stayed with his relative, Ramashankar and he 
registered his name in the Employment Exchange and in 
1990, he received a call letter for the post of loader and 
appeared in the interview and was selected for the post 
and posted as a loader in Walni Mine. He has further stated 
that he is Pannalal, son of Ramanand Thakur of village 
Bhlua. In his corss-examination, the workman has admitted 
that he has participated in the departmental enquiry and he 
does not remember the date of birth mentioned in the office 
of the Employment Exchange and in the enquiry, he had 
told that he was illiterate and he cannot say what address 
was given by him in the office of the Employment Exchange 


and after two to three years of settling in Nagpur, he applied 
in Employment Exchange and he has not filed any certificate 
showing his residence to be at Balua. 

The service record of the workman has been marked as 
Exhibit M -III. From the service record, it is found that the 
date of birth of the workman has been mentioned as 03-04- 
1965, where as the Employment Exchange card shows that 
the name of Pannalal Thakur, whose date of birth is 23-03- 
1964 was registered on 17-02-1983. If the date of birth of 
workman as mentioned in the Service Book is taken into 
consideration, then admittedly he was a minor on 17-02- 
1983 being below 18 years of age. So, there is no question 
of registration of his name by the workman on 17-02-1983. 
It is clear from the above fact and from the cross examination 
of the workman that the workman had never registered his 
name in the Employment Exchange. 

It is clear from the evidence adduced by the Party No. 1 
and the documents produced in the departmental enquiry 
including the statement of the workman recorded by MW-1I, 
Shri T.V. Deshmukh that Party' No. 1 has been able to establish 
the charge under clause 17 (i) (O) of the Standing Orders 
against the workman, by proving that the workman by giving 
false information regarding his name and father’s name 
entered into the service and he got the employment by falsely 
representing himself as Pannalal Ramanand Thakur, though 
infact he is Haridwar Pal son of Ramdeo Pal. 

17. The misconduct proved against the workman is very 
grave and serious in nature. So the dismissal of the workman 
from services is the appropriate punishment for commission 
of such grave and serious misconduct. Hence, the 
punishment of dismissal of the workman from services 
imposed against the workman is upheld. Hence, it is 
ordered:— 

ORDER 

The action of the management of Walni Coal Mines of 
M/s. WCL, PO: Walni, Distt. Nagpur in dismissing Shri 
Pannalal Ramanand Thakur, a regular piece rated worker 
(UGL raider) from services w.e.f 30-10-1993 is legal & 
justified. The workman is not entitled to any relief. 

J.P. CHAND, Presiding Officer 

M f^efr, 26 2012 
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New Delhi, the 26th October, 2012 

S.0.3437.—In pursuance of Section 17 of the Industrial 
Dispute Act, 1947(14 of 1947), the Central Government 
hereby publishes the award (Ref. No. 125/93 of the Central 
Government Industrial Tribunal-cum-Labour Court, 
Jabalpur as shown in the Annexure in the Industrial Dispute 
between the employers in relation to the management of 
WCL and their workman, which was received by the Central 
Government on 26-10-2012. 

[No. L-22012/92/1993 -IRj(C-IT)] 
B.M. PATNAIK, Section Officer 

ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT, 
JABALPUR 

NO. CGIT/LC/R/125/93 

PRES! ' ING OFFICER: SHRIMOHD. SHAKIR HASAN 

The Ges; Secretary, 

M.P.K.K M.P. (HMS), 

PO Junnai teo, 

Distt. Chhindwara (MP) 

Versus 

\ 'i 

The Manager. 

NandanMineNo. 1 of WCL, 

Kanhan Area. 

PO Nandan, 

Distt. Chhindwara 

AWARD 

Passed on this 10th day of October 2012 

1. The Government of India, Ministry of Labour vide its 
Notification No. L-22012/92/93-IR(C-II) dated 
21-6-93 has referred the following dispute for adjudication 
by this tribunal:— 

“Whether the action of the Manager, Nandan Mine 
No. lof WCL Kanhan Area, PO Nandan, Distt. 
Chhindwara (MP) in dismissing the services of Shri 
Chhotelal S/o Beni, Casual Mazdoor T.No. 0396 of 
NandanMineNo. 1 w,e/26-6-91 is justified? If not, 
to what relief the concerned workman is entitlted 
to?” 

2. The case of the Union/workman in short is that the 
workman Chhotelal was appointed as General Mazdoor on 
1-1-76 and was transferred to Hirdagarh Siding to Nandan 


Mine on 1-2-1984. He was sick from 30-5-90 to 16-6-90. 
Subsequently he met with a jeep accident on 26-7-90 wjiile v 
going on duty. It is stated that the managemeijj took his 
LTI on several papers. He was pever chargesfteeted nor 
any enquiry was conducted. He was dismissed from service 
on 25-6-91. The workman had not been given opportunity 
to defend himself. It is submitted that the workman be 
reinstated with back wages. 

3. The management appeared and filed Written 
Statement. The case of the management, inter alia, is that 
admittedly the workman was appointed as General Mazdoor 
but he was habitual absentee without any justification 
inspite of repeated warning. He was charge-sheeted on 
16-6-90. He gave his explanation which was not satisfactory. 

A departmental proceeding was initiated and Shri P.S. 
Deshpandey was appointed as Enquiry Officer. The 
workman admitted the charges in enquiry proceeding. 
However the Enquiry Officer proceeded with the enquiry. 
The w kman participate^ in the enquiry. The Enquiry 
Officer submitted his report holding him guilty of the 
charges The Disciplinary Authority considering the entire 
procev ng passed the order of dismissal. It is submitted 
that thworkman is not entitled to any relief. 

4.0 * the ba : iis of pleadings of the parties, the following 

issues a v framed for adjudication:— 

1. Whober the enquiry is just, proper and legal? 

Whether the management is entitled to lead 
evidence before the Tribunal? 

in. Whether the charges of misconduct are proved on 
the facts of the case? 

IV Whether the punishment awarded is proper and 
legal? 

V Relief and costs. 

5. The workman/Union subsequently became absent 
and therefore then Tribunal proceeded the reference exparte 
on 5-3-2008 agamst the Union/workman. 

6. Issue No. I 

This issue is taken up as preliminary issue. After 
considering the documents of the enquiry proceeding, it is 
held that the departmental enquiry conducted by the 
management against the workman is legal and valid vide 
order dated 28-4-2011. Thus this issue is already earlier 
decided. 

7. Issues No. II & III 

The management has filed all the documents of the 
enquiry proceedings which are marked as Exhibit M/1 to 
M/ll. The documents show that the workman appeared in 
the proceeding and admitted the charges. The management 


Workman/Union 


Management 
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had filed attendance particulars in the proceeding. This 
shows that the workman was present in the year 1989 for 
42 <&ys, in the year 1990 for 33 days and in the year 1991 
for 11 days. The evidence shows that he was absent from 
May 1991. The finding of the Enquiry Officer appears to be 
not perverse. There is no need to the management to prove 
misconduct against the workman which appears to have 
been established against him. Both the issues are decided 
against the workman and in favour of the management. 

8. Issue No. IV 

Considering the evidence on the record, it is clear that 
the workman was habitual absentee and his attendance 
was very poor. There is no reason to interfere in the 
punishment order awarded to the workman by the 
management. This issue is decided against the workman 
and in favour of the management. 

9. Issue No. V 

It is clear that there is no merit in the case of the Union 
andtherefore the workman is not entitled to any relief. The 
reference is accordingly answered. 

10. In the result, the award is passed without any order 
to costs. 

MOHD. SHAKIR HASAN, Presiding Officer 
26 2012 
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New Delhi, the 26th October, 2012 

S.O. 3438 .—In pursuance of Section 17 of the 
Industrial Dispute Act, 1947(14 of 1947), the Central 
Government hereby publishes the award (Ref. No. 268/99 
of the Central Government Industrial Tribunal-cum-Labour 
Court, Jabalpur as shown in the Annexure in the Industrial 
Dispute between the employers in relation to the 
management of SECL and their workman, which was 
received by the Central Government on 26/10/2012. 

[No. L-22012/56/1999-IR(CM-II)] 
B.M. PATNAIK, Section Officer 


ANNEXURE 

BEFORE THE CENTRAL GOVERNMENT 
INDUSTRIAL TRIBUNAL-CUM-LABOUR COURT, 
JABALPUR 

NO. CGIT/LC/R/268/99 

PRESIDING OFFICER: SHRI MOHD.SHAKIR HASAN 
The Secretary, 

Koyla Khadan Shramik Sangh, 

Kotma Colliery, 

Distt. Shahdol (MP) ... Workman/Union 

Versus 

The General Manager, 

Jamuna and Kotma Area of SECL, 

PO Jamuna Colliery, 

Distt. Shahdol (MP) ... Management 

AWARD 

Passed on this 4th day of October 2012 

1. The Government of India, Ministry of Labour vide its 

Notification No. L-22012/56/99/IR(CM-II) dated 
30-7-1999 has referred the following dispute for adjudication 
by this tribunal:— . 

“Whether the action of the management of Chief 
General Manager, Jamuna and Kotma Area of SECL, 
PO Jamuna Colliery, Distt. Shahdol (MP) in not 
granting one advance increment under self 
development scheme when he completed the 
graduation degree with the management permission 
to Shri Ram Niwas Kewat, Data Entry Operator in 
computer section is legal and justified ? If not, to 
what relief is the workman entitled ?” 

2. The case of the Union/workman in short is that the 
workmen Shri Ram Niwas Kewat was initially appointed 
as a General Mazdocr in the year 1986. He was selected as 
Data Entry Operator in the year 1992. After taking 
permission from the management Jamuna Kotma Area, he 
passed graduation from G.G. University in the year 1995 
and post graduation in 1997. It is stated that Shri P.K. 
Pandey of Baikunthpur and Shri Sumir Roy of Korba are 
Data Entry Operators and they were similarly granted one 
advance increment in the existing grade vide orders dated 
27-6-1992 and 16-7-1994 respectively. It is stated that on 
passing graduation similarly Shri Sunderlal of Korba and 
Shri Abhyas Muni Sahoo of Sohagpur were granted one 
advance increment vide order dated 30-12-96 and 
22-9-1997 respectively. It is stated that the workman after 
passing graduation filed an application before the 
management on 21-8-1995 for grant of one special 
increment but he was denied the same without any 
justification. It is submitted that the management be 
directed to grant one advance increment from the date of 
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passing graduation as has been provided to other similarly 
situated workers. 

3. The management appeared and filed Written 
Statement to contest the reference. The case of the 
management, interalia, is that the cadre scheme for 
Electrical Data Processing personnel is known as Cadre 
Scheme 10. It is stated that the Coal India Ltd. Calcutta 
has issued a circular No. 745 dated 12-7-88 whereby an 
advance increment to non-executive on obtaining 
professional qualification be granted. The said advance 
increment to non-executive on obtaining professional 
qualification was stopped vide circular No. 139 dated 
16-1 -2002. It is stated that degree/diploma relevant to the 
area of the work, obtained by the workers, will entitled 
them for grant of advance increment. The workman had 
obtained post graduate degree in sociology which did 
not enhance his efficiency or performance in Data 
Processing. As such he was not granted any advance 
increment. It is submitted that the claim of the workman is 
not justified, 

4. C the basis of the pleadings of the parties, the 
follows issues are framed for adjudication :— 

I. V ether the action of the management in not 
gr ring one advance increment under self 
development scheme on obtaining graduation 
degree to Shri Niwas Kewat Data Entry Operator is 
legal - d justified ? 

EL To whai relief, if any, is the workman entitled to ? 

5. Issue No. I 

The workman has adduced only documentary evidence 
in the case. The workman has filed two office orders dated 
19/22- 8-94 and 29/30-8-96 which are marked as Exhibit 
W/4 and W/4(a) respectively on admission. This is filed to 
show that the workman had taken permission for appearing 
in B.A (Final) Examination of 1994-95 and M.A (Final) 
Examination of 1996-97. Exhibit W/5 is the application dated 
21-8-1995 of the workman whereby on passing B.A final 
examination, he claimed for grant of one special increment. 
This is also admitted by the management. There is no denial 
that the workman has not passed the B.A and M.A 
examination. Thus it is clear that the workman passed the 
graduation and post graduation examination during his 
service period after taking due permission from the 
management. It is also clear that the workman demanded 
an increment on obtaining higher qualification. 

6 . The workman has further filed number of office 
orders which are marked as Exhibit W/4(b) to W/4(i) 
which are also admitted by the management. These office 
orders are filed to show that similarly situated other 


workers, who were Data Entry Operator, were granted 
one advance increment on passing graduation and ppst 
graduation examination. These Facts are not Rented in 
the pleading by the management,jrather the management 
witness Shri Jawaid Jabbar has admitted in his evidence. 
Exhibit W/4(b) is the office order dated 22/27-6-92 
whereby the management had granted one advance 
increment to Shri P .K. Pandey, Data Entry Operator of 
Baikunthpur on obtaining BA degree under self 
development scheme. This clearly shows that the 
workman Shri Ram Niwas Kewat had similarly passed 
the graduation in B.A and rightly claimed the increment 
under Self Development Scheme. Exhibit W/4(h) is 
another office order dated 30-12-96 whereby Shri 
Sunderia! Data Entry Operator of Korba was granted 
one additional increment on sanction by the Competent 
Authority on obtaining B.A degree. This is also filed to 
show that the management had intentionally 
discriminating him from ofher co-workers of the same 
cadre scheme. Exhibit W/4( e) is also an office order 
dated 20 22-9- 1997 whereby Shri Abhyas Munir Sahoo 
and fivv others, Data Entry Operator were granted one 
addition i increment under the same self development 
scheme oblaining M.A in sociology under the said 
scheme The workman had also obtained B.A degree as 
well a:-. M.A i 9 i sociology but he was discriminated by 
the These all office orders show that the 

worL rain is aJso similarly situated with other cases and 
the kman is also entitled to grant one additional 
increment w.e.f. the date of passing B.A degree. 

7. On the other hand, the management has also 
adduced oral and documentary evidence in the case. 
The managemem witness Shri Jawaid Jabbar is Personnel 
Manager at Jamuna and Kotma area. He has supported 
the case of the management in examination-in-chief. He 
has supported the fact that the Coal India Ltd., Calcutta 
has issued a circular No. 745 dated 12-7-88 with regard 
to grant of advance increment to non-executive on 
obtaining professional qualification but in cross- 
examination, he has admitted that Shri Pandey who 
obtained BA degree was also granted additional 
increment. He has further supported that Shri Sunderlal, 
Data Entry Operator was also granted one increment on 
obtaining BA degree. Thus it is clear that the similarly 
situated other workers were granted one increment. He 
has further stated that the SECL vide circular 139 dated 
16-1-2002 has stopped granting advance increment to 
non-executive. This circular is not applicable to this 
workman as his claim is prior to the said circular. 

8 . The management has filed the circular No. 745 dated 
12-7-1988 which is marked as Exhibit M/3. It is admitted by 
the Union which runs as follows :— 
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“The atave referred matter was discussed in the 
34th meeting ofJEHrectors (P) held on 9th May 1988 
’ at CIL (Hijrs)Calcutta wherein it was agreed that the 
self development of the employees must be 
t* encouraged imd there should not be any restriction 
| in thej grant ♦of advance increment on obtaining 
recognizeddegree/diploma which will be relevant to 
their area of work. Obtaining Ph.D Degree must also 
be considered, as a special case.” 

This shows that the worker who obtained degree/diploma 
which will be relevant to their area of w ork will be granted 
oni advance increment. The above cited cases shows that 
thel other workmen were granted on advance increment on 
sanction and on obtaining B.A degree or M.A in sociology 
by ^he Competent Authority. This itself shows that the B.A 
deiree was considered by the competent authority as 
relevant to their area of work. This aspect clearly shows 
that the workman Shri Ram Niwas Kewat is entitled to be 
granted one advance increment on completion of 
graduation degree. This issue is decided in favour of the 
workman and against the management. 

1. Issue No. II 
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New Delhi, the 5th November, 2012 

S.O. 3439.—In exercise of the powers conferred by 
sub-section (3) of Sectipn 1 of the Employees’ State 
Insurance Act, 1948 (34 of 1948) the Central Government 


On the basis of the discussion made above, it is clear hereby appoints the 1st December, 2012, as the date on 


that the action of the management is not legal and justified 
anq is discriminatory. Therefore the management is directed 
to j lass order granting the workman one advance increment 
iron the date of his passing the graduation degree with 
pa) ment of all difference of back wages within two months 
fro n &0 date of award failing which he is entitled 12% 
interest oWlfference of wages. The reference is accordingly 
an$wer«d. 


[10, In the result, the award is passed without any order 
to £osts. 

•i 

MOHD. SHAKIR HASAN, Presiding Officer 

? *' • 

^ Rfrffl, 5 dWHf, 2012 
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which the provisions of Chapter IV (Except Sections 44 
and 45 which have already been brought into force) and 
Chapters-V and VI [except sub-section (l) of Section 76 
and Sections 77, 78, 79 and 8) which have already been 
brought into force] of the said Act shall come into force 
in the following areas in the State of Sikkim namely:— 


SI. No. 

Name of Revenue 

Areas 

Sub- 

Division 

District 

1 . 

Areas falling within limits of 

Gangtok 

East 


Gangtok Municipal Corporation 


Sikkim 

2 . 

Areas faiiihg within limits of 

Gangtok 

East 


Rangpo Nagar Pane hay at 


Sikkim 

3. 

Areas falling within limits of 

Gangtok 

East 


Singtam Nagar Panchayat 


* Sikkim 

4. 

Areas falling within limits of 

Gangtok 

East 


Central Pendam Gram Panchayat 


Sikkim 

5. 

Areas falling within limits of 

Namchi 

South 


Mamring Gram Panchayat 


Sikkim 

6 . 

Areas falling within limits of 

Gangtok 

East 


Sirwani Chalamthang Nagar 


Sikkim 


Panchayat 




[No. S-38013/35/2012-S. S. I] 
NARESH JAISWAL, Under Secy. 
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